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Committee From 


industry Asks 
for A-3 Rating 


35% To 50% Curtailment 
Suggested To OPM By 
Sub-committee No. 4 


WASHINGTON, D. C.—A blanket 
rating of A-3 to permit the obtaining 
of materials for “essential” uses of 
refrigeration and air conditioning 
equipment is suggested to the Office 
of Production Management in a pro- 
gram presented to OPM officials last 
week by Sub-Committee No. 4 
(Priorities, Ratings, and Allocations) 
of the 64-man group recently ap- 
pointed to represent the air condi- 
tioning and refrigeration industry. 

The program calls for the curtail- 
ment of between 35% and 50% of 
the total production of the air condi- 
tioning and refrigeration industry, by 


Complete text of the industry 
committee’s report to OPM will 
appear in next week’s issue of 
the News. 


édiminating “non-essential” civilian 
uses. 

In addition to the blanket A-3 rat- 
ing for “essential” civilian uses, a 
similar rating is asked for the obtain- 
ing of materials to anticipate produc- 
tion requirements for “defense uses,” 
limited to the minimum inventories 
needed for production schedules. 
For “less essential” civilian uses, a 
lwer blanket rating is sought, with 
no preference whatever to be assigned 
to those uses determined as “non- 
essential.” 

Besides effecting a curtailment of 


(Concluded on Page 4, Column 1) 


9-Month Sales Lead 
1940 By a Million 


DETROIT — Establishing a new 
all-time monthly record for the 
ninth consecutive month, all-industry 
shipments of household electric re- 
frigerators totaled approximately 
175,000 units during September, to 
bring the nine-month mark for 1941 
Close to 3,400,000 units, according to 
estimates by AIR CONDITIONING & 
REFRIGERATION NEWS. 

World shipments for the nine 
months totaled 3,392,000 units, as 
compared with 2,391,000 for the same 
Period of 1940. All-industry Septem- 

t shipments last year totaled ap- 
proximately 120,000 units, the pre- 


(Concluded on Page 13, Column 2) 
eee 


Copper Curb May 
Cut Industry Use 
By 10,000 Tons 


WASHINGTON, D. C.—Although 
the refrigeration industry was not 
“shut out’”’ by the terms of Conserva- 
tion Order No. M-9-c, the copper 
curtailment regulation issued Oct. 21 
by the Priorities Division of OPM, 
net effect of the order will reduce 
the industry’s use of this material by 
approximately 10,000 tons as com- 
pared with 1940, according to one 
interpretation. 

It has been estimated that indus- 
try-wide use of copper and copper 
base alloys in 1940 aggregated 
roughly 33,000 tons, including 19,000 
tons for commercial refrigeration, 
6,000 tons for air conditioning, and 
8,000 tons for household refrigeration. 

Under terms of the order, use of 
this material in air conditioning 
equipment, except for small, moving 
parts, and bearings (included in pro- 
hibited list ‘““A’’), would be prohibited 
altogether after Jan. 1, 1942, and 


(Concluded on Page 16, Column 1) 


Congressmen Hear 
Industry’s Plea 
For High Rating 


COLUMBUS, Ohio—An informal 
and hastily assembled group repre- 
senting the refrigeration business 
appeared before the Congressional 
Small Business Defense Committee 
here last Thursday to present a plea 
for high priority rating and preven- 
tion of further restrictions upon the 
vital and_ essential refrigeration 
industry. 

H. G. Bogart of Toledo, chairman 
of the Appliance Retailers and Dis- 
tributors Forum; Ned Mason, repre- 
senting the Jobber-Service Man sec- 
tion of TECORD; Herman Spoehrer 
of Spoehrer-Lange and Ed Graff of 
Ranco, of the small manufacturers 
group; A. Schmidt of the C. Schmidt 
Co., representing the commercial 
case manufacturers; and George F. 
Taubeneck of AIR CONDITIONING & 
REFRIGERATION NEWS, were those 
from the refrigeration industry 
present. 

Congressmen present at the hear- 
ing included Charles A. Halleck of 
Indiana; Leslie C. Arends, Illinois; 
George J. Bates, Massachusetts; 
A. D. Baumhart, Jr., Ohio; George H. 
Bender, Ohio; Usher L. Burdick, 
North Dakota; W. Sterling Cole, 
New York; Henry C. Dworshak, 
Idaho; Louis E. Graham, Pennsyl- 
vania; Leonard W. Hall, New York; 
John WVorys, Ohio; Walter C. 


(Continued on Page 6, Column 1) 


First Copy 


1942 Show Goes 
On As Planned, 
Rema Decides 


Exhibition’s Theme Shifted 
To Stress Industry’s Part 
In National Defense 


CHICAGO—At a special meeting 
of the Board of Directors of the 
Refrigeration Equipment Manufac- 
turers Association held here last 
Wednesday to consider the advisa- 
bility of cancelling the coming All- 
Industry Refrigeration and _ Air 
Conditioning Exhibition Jan. 12-15 
next, it was definitely decided that 
the show will go on. It will open 
at the Stevens hotel, Chicago, as 
originally planned on Monday, Jan. 
12, 1942 for its usual four-day run. 

The whole day was spent in an 
intensive analysis of the prime pur- 
poses and functions of the show as 
conceived three years ago and as 
those purposes have been modified 
out of the experience of the past 
three years, also of the extent to 
which further modifications should 
be made in plans for this year’s show 
to bring it in step with the times. 
The view of two schools of thought 
in the industry were carefully 
weighed. 

On one side it was brought out 


‘that the show this year, because of 


the possibility of restrictions on 
materials and the slashing of all 
production of durable goods for 
civilian uses, could not be expected 
to perform all the trade promotion 
functions which it has done hereto- 
fore. 

The question therefore naturally 
was raised of whether the funds to 


(Concluded on Page 16, Column 1) 


Program To Stop 


Waste of ‘Freon’ 
Urged By Kinetic 


WILMINGTON, Del.—The _short- 
age of “Freon” that faces. the 
refrigeration and air conditioning 
industry due to national defense 
needs can be minimized by a con- 
servation program in which the serv- 
ice man plays the key role, believes 
Kinetic Chemicals, Inc. 


If service engineers take steps to 
put this conservation program in 
operation, they will help the entire 
refrigeration industry and at the 
same time build up customer accep- 
tance of maintenance service that 
will carry over to normal times, the 
company declares in a newly pub- 
lished eight-page booklet containing 
suggestions and reminders of ways 
to eliminate waste of ‘Freon.’ 


Five major causes of waste and 
losses of refrigerant are listed in the 
booklet. These are: leaks, over- 
charging systems, incomplete re- 
moval of ‘“Freon-12” from cylinders, 
purging “Freon-12” into the air, and 
making and breaking charging con- 
nections. 


Best method for locating leaks is 
(Concluded on Page 4, Column 5) 


Sept. Excise Taxes 
Total $968,938 


WASHINGTON, D. C.—Excise tax 
collections on mechanical refriger- 
ators totaled $968,938.16 during 
September, according to, statistics 
compiled by the Bureau of Internal 
Revenue. This compares with $924,- 
776.42 in the same month of 1940. 
Tax on radios and parts amounted 
to $751,508.78, compared with $528,- 
334.50 last year. 


G-E Has Only 1 
‘Interim’ Model 


Appliance and Merchandise Dept. 
General Electric Co. 
1285 Boston Ave. 
Bridgeport, Conn. 
Oct. 23, 1941 
Dear George: 

Just a few lines to correct the 
news item on Page 1 of your Oct. 15 
issue reference our so-called interim 
models. 

We do not have three “Interim” 
models. We only have ONE. The 
other two models are exactly the 
same as they have been this year to 
date except for porcelain evapora- 
tors. Our price on these two models 
is unchanged. 

We had to change the affixed letter 


(Concluded on Page 16, Column 4) 


Australian Firm 
Needs Supplies 


Refrigerators Pty. Ltd. 
82 Mary St. 
Unley, South Australia 
Editor: 

We urgently need supplies of steel 
for compressor valves. We were 
carrying stocks of three or four 
years supply of this steel before 
Christmas last, but on Christmas 
Eve had the misfortune of having 
our factory burnt down. Conse- 
quently we lost our stocks. 

We have been able to get small 
quantities since, and have also ob- 
tained a License for a small quantity 
of reeds from your country. This, 
however, still leaves us in a pre- 
carious position for the future as we 


(Concluded on Page 4, Column 2) 
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OPM Order For 
All Commercial 
Repairs Coming 


McDermott Reveals Plans 
“Of OPM In Speech Urging 


Servicemen To Join Drive 


By Phil B. Redeker 


NEW YORK CITY—A new prefer- 
ence rating order for refrigeration 
repairs and maintenance now in the 
making may include household refrig- 
erators. However, service men must 
not be content with this order, but 
should actively join the fight to gain 
a priority for the essential types of 
commercial refrigeration jobs, H. T. 
McDermott, national secretary of the 
Refrigeration Service Engineers So- 
ciety, told delegates to the New York 
state RSES meeting here last 
Thursday and Friday. 

“We all know that we must have 
new equipment as well as repairing 
old equipment if food is to be 
preserved properly. 

“All-industry cooperative effort is 
the keynote today,” said Mr. McDer- 
mott. “I urge you to assist in the 
circulation of the petitions which are 
now being distributed by parts and 
supplies jobbers under the activity 
promoted by the Temporary Educa- 


(Concluded on Page 4, Column 83) 


Revised P-22 Order 
‘Protects’ Jobbers 


WASHINGTON, D. C.—Preference 
Rating Order P-22 as amended Oct. 
16 by the Division of Priorities of 
the Office of Production Management 
still does not extend an A-10 priority 
rating for repair and maintenance 
material for retail food stores and 
restaurants, the NEWS has been ad- 
vised by Edward Thornhill of the 
maintenance and repairs section of 
the Priorities Division. 

It is believed, however, that the 
amended order, which extends use of 
the A-10 rating considerably beyond 
the limitations originally set, does 
protect wholesalers, such as refrig- 
eration supply jobbers, by granting 
them this rating on re-orders of 
equipment obtained from, them by 
service men or others for use in 
applications covered by the order. 

Wholesaling, as defined in the 
amended order, comprises “acting 
as a distributor of products sold to 
manufacturers, wholesalers, retailers, 
or other persons not consumers.” 

Retail establishments are excluded, 


(Concluded on Page 18, Colunin 1) 


Manufacturers Make Plans For 1942 All-Industry 


Import and Mrs. W. A. Leonard, 
Meetine Brass, attended the Rema 
W. Va at White Sulphur Springs, 

» 8t which plans for the 1942 


All-Industry Exhibition were detailed. 


(2) R. K. Hanson, secretary of the 
Standard Compressor Manufacturers 


Association, with I. J. Fairchild, 


Oe ee ows 


chief of the division of trade stand- 
ards, Bureau of Standards, Depart- 
ment of Commerce. (3) Here is the 
Rema committee delegated to pro- 


mote the 1942 All-Industry Exhibition: 
Bob Luscombe (Penn Switch); Jim 
Hatch (Bush); Charlie Benson (Im- 
perial Brass), chairman; Bill Keefe 


Exhibition 


(Fedders); and R. M. Van Vleet 
(Cutler-Hammer). (4) Charlie Ben- 
son, head man of the show this year, 
plants an idea in Jim Hatch’s ear. 
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Speed and Economy of Ranges Emphasized 
In Sales Talk That Took First Prize 


BRUNSWICK, Ga.—Sales psychol- 
ogy is a potent factor in the success 
story of Lucian Whittle, manager of 
the Public Service Co., Brunswick 
Frigidaire dealer who won the appli- 
ance sales audition contest recently 
conducted by Georgia Power Co. 

Making his presentation on the 
Frigidaire electric range, he finished 
ahead of several hundred dealers and 
salesmen to capture the $100 first 
prize. 

Mr. Whittle explains the under- 
lying theory of his range _ sales 
presentation as follows: 

“Most of the material used in my 
presentation was taken directly from 
the Frigidaire literature in our office. 
One outstanding thought was that 
the most common objection encoun- 
tered in selling electric cookery is: 
‘Electric ranges are slow and expen- 
sive to operate.’ So I opened the 
presentation with an attempt to 
clarify our supposed weaknesses 
first. 

“We usually tell a customer look- 
ing at an electric range that we know 
she realizes electric cookery is clean- 
cool, convenient, and the modern way 
to cook, but we wonder if she real- 
izes how fast and how economical 
electric cookery is on the new 
Frigidaire electric ranges. She 
agrees or doesn’t and if the latter, 
we try to do a good selling job 
before we go any further. 

“As a general procedure in selling 
electric ranges, or any other appli- 


ance, we group our thinking some- 
thing like this: 

“Establish or verify— 

“1. Desire. 

“2. Need. 

“3. Preference. 

“If they want it, and if they need 
it, and if they would rather have 
your brand then you have got them 
sold, provided they can raise a little 
money. 

“We have proved that features 
like a warmer unit, automatic oven 
control, etc., will sell an expensive 
range over a cheap range, if you 
talk about what these things will do 
for the user. 

“Paint a word picture with plenty 
of illustrations and you get the 
prospective customer away from 
comparing dollars.” 


Dry-Zero Maintains Usual 
Insulation Deliveries 


CHICAGO — Regular production 
and 10-day delivery schedules on 
“Bound-Batt” insulation, used in 
insulated truck bodies, refrigerators, 
walk-in coolers, etc. are being main- 
tained by Dry-Zero Corp. 

Large stocks of raw materials had 
been built up, and new sources of 
supply are being developed, said 
Harvey B. Lindsay, Dry-Zero presi- 
dent in explaining the maintenance 
of delivery schedules. 


Two Virginia men, Lewis and Clark, 
helped move the U. S. Frontier west- 
ward to the Pacific. 


VIRGINIA—a name that 


Today there are no “frontiers” 


in all this country that Virginia 


Refrigerants have not crossed. 


Refrigerant jobbers sell Virginia 


products—from coast to coast— 


from border to border. 
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“Courtesy Discounts’ For Cash 


‘Commercial Accounts’ 


Provide Big Market 
For ‘Gas Station’ 


By Jim McCallum 


EVANSVILLE, Ind.—Catering to 
“commercial accounts” is one way of 
building a substantial business in the 
sale of major household appliances. 
The growth of the appliance busi- 
ness of Moutoux Auto & Machine Co. 
is testimony to that. 

By “commercial accounts’ is 
meant business obtained directly or 
indirectly through various business 
organizations on a purchasing order 
and courtesy discount basis. And it 
is this type of sale which constitutes 
by far the greater part of the 
Moutoux firm’s appliance volume. 

But let’s back up and get a better 
look at the Moutoux establishment. 
From outward appearances, Moutoux 
Auto & Machine Co. is just another 
combination gas station and service 
garage. But in reality it is much 
more than this. 

The firm handles a full line of 
automotive parts and accessories, as 
well as a complete assortment of 
radios and other household appli- 
ances. In addition to the building 
which houses its filling station, 
garage, and automotive parts and 
appliance merchandising activities, 
the firm maintains a warehouse in a 
separate building across the alley. 


WAREHOUSE WELL STOCKED 


This warehouse is always kept 
well stocked, for it has long been 
the company’s policy to buy ahead, 
not for today’s business or tomor- 
row’s, but for estimated business in 
the months to come. 

The Moutoux firm started selling 
appliances back some five or six 
years ago because it seemed that 
such a line of merchandise would be 
a logical and valuable addition to the 
company’s stock. Joe Moutoux, who 
was then in partnership with his 
brother Bill but now is sole owner of 
the company, reasoned that the 
people who came in for oil, or gas, 
or automobile repairs and parts were 
also, for the most part, family folks 
and thus in the market for various 
home appliances. Why not sell them 
these items in addition to the car 
service and equipment? 

And that’s just how the business 
has worked out. 

The Moutoux company had always 
done a considerable amount of auto- 
motive service and supply work for 
various business and industrial firms 
around town, so it was only natural 
that the drivers of these trucks and 
commercial vehicles should inquire 
about the new lines of appliances 
which the Moutoux firm handled. 


N. A. Trittschuh (left), 
who does most of the 


appliance  seliing fo, 
Moutoux Auto & Ma. 
chine Co., demon. 
strates an _ electric 


range in the corner of 

the company’s sales 

room that is reserveq 
for appliances, 


In time, it logically followed that 
an arrangement was worked out with 
most of these companies whereby 
any of their employes coming to the 
Moutoux establishment armed with a 
company purchase order for a house- 
hold appliance, could obtain this 
appliance at a somewhat reduced 
rate through what was termed a 
“courtesy discount.” 

Once started, this policy expanded 
like a snowball rolling down hill. 
Word soon spread among employes 
of these various business organiza- 
tions that they could “get a good 
deal at Moutoux’s”’ on practically 
any household appliance they wished 
to buy. These employes then ob- 
tained the necessary purchase orders, 
and set the Moutoux cash register to 
ringing merrily. 

And the term “cash register” is 
used advisedly, because according to 
N. A. Trittschuh, who besides Joe 
Moutoux is the firm’s only appliance 
salesman, most of these sales to 
“commercial accounts” are on a 
strictly cash basis. This factor in 
itself tends to compensate for the 
discount which is. offered. 

Because many of the appliance 
customers who come to Moutoux’s 
under this arrangement are very 
mechanically minded due to the very 
nature of their occupations, Mr. 
Trittschuh reports that they ask a 
lot more technical questions about 
the equipment than does the average 
purchaser. This makes it necessary 
for both Mr. Trittschuh and Mr. 
Moutoux to really know their prod- 
ucts. 

Most of the firm’s appliance busi- 


ness, as might be expected, comes 
from these commercial accounts or 
from “floor traffic’ resulting from 
the company’s main line of business 
—automobile supply and _ service, 
Practically no outside selling is done, 
but the Moutoux establishment re. 
mains open until 8 o’clock in the 
evening to make the most of the 
“stop in” business. 


Despite the fact that Mr. Tritt- 
schuh and Mr. Moutoux are the 
firm’s only actual appliance salesmen, 
other employes of the company are 
trained to answer general questions 
about the lines of household appli- 
ances handled and to steer all possi- 
ble appliance prospects into contact 
with one of these two men. 


LINES HANDLED 


In addition to handling Philco and 
Delco radios, the Moutoux firm han- 
dles the complete General Electric 
appliance line with the exception of 
air conditioners, and the entire West- 
ing house appliance line with the 
exception of ranges and_ water 
heaters. 

The company is even equipped to 
sell and install complete kitchens, 
right down to the cabinets and light- 
ing fixtures. Only recently an ela- 
borate installation of this nature was 
sold through one of the company’s 
commercial accounts. 

Last year, Mr. Trittschuh reports, 
the company sold about 140 to 150 
household refrigerators, and _ this 
year sales will be well over 200 units, 
he estimates. All of which is not 
bad for a strictly “sideline” business. 


Market Surveys Can Uncover Vital Facts To Guide 
Merchandising Programs, Says 


KANSAS CITY, Mo.—Market sur- 
veys provide a basis of facts instead 
of opinions upon which to base adver- 
tising and merchandising plans, be- 
lieves R. I. Seymour, advertising 
manager of the Kansas City Power 
& Light Co., whose recent experience 
with surveys has resulted in adver- 
tising economies and the explosion 
of many pet theories. 

“All that can be expected from any 
survey is that the problem will be 
stated,” declares Mr. Seymour, writ- 
ing in the current issue of Metro- 
politan Life Insurance Co.’s ‘“Execu- 
tive Service Bulletin.” “If it can do 
that clearly, then management will 
be in much better position to apply 
correct formulas to the solution of 
the problem.” 


RESULTS SURPRISING 


Forced by rising costs and decreas- 
ing revenue to operate as economi- 
cally as possible, the utility’s adver- 
tising department conducted a mar- 
ket survey of its activities to evaluate 
their true worth, Mr. Seymour re- 
lates. The results were surprising. 

A survey of newspaper advertising 
proved the cumulative value of repeat 
advertisements, which saved in pro- 
duction costs, indicated the best ap- 
peals, and gave the company a 
barometer of the effect of weather 
on readership. 

One good advertisement was devel- 
oped, tieing-in with the electric range 


theme, and run three times in each 
of the two Kansas City newspapers 
during a one-month campaign. Fol- 
lowing each insertion the company 
made a readership survey, using a 
masked copy of the advertisement. 
Observation, identification, and copy 
reading increased with each insertion, 
the final run showing approximately 
75% increase over the first run, Mr. 
Seymour reports. 

“This study convinced us,” 
Mr. Seymour, “that we should: 

“1. Spend more time in producing 
as effective advertising as we know 
how to write, then 


“2. Repeat more of these better 
advertisements and take advantage 
of the cumulative impressions.” 

A coincidental radio survey re- 
vealed a way to change part of the 
utility’s broadcasting schedule to in- 
crease listening audience and save 
$6,000 to boot. 

Another study, says Mr. Seymour, 
was partially responsible for causing 
his company to discontinue a 
premium offer of a set of selected 
kitchen utensils with each electric 
range sold. This offer had been in 
effect for many years and its dis- 
continuance now promises to save 
$15,000 to $20,000 per year. 

The utensils originally had been 
offered at a time when very few 
homes had. any heavy ware in the 


says 


kitchen, and was intended to increase 


Utility Official 


the efficiency of electric cooking 
while holding operating costs at 4 
minimum. Survey tabulations re 
vealed, however, that more than 50% 
of recent purchasers had owned an 
adequate supply of right-size utensils 
previous to the purchase of their 
range. 


This same survey showed that 96% 
of Kansas City Power & Lights 
customers were in favor of a repalt 
service brought to their doors by 
repair trucks that put back into use 
appliances that had been gathering 
dust on shelves. 


‘REDDY KILOWATT’ FAMILIAR 


A recent study indicated = 
“Reddy Kilowatt” is recognized a 
identified by a large majority of 
people, children especially classifying 
him high in comparison with othe 
national trademarks and ag 
The study also disclosed that m0” 
emphasis was needed on his name, 
what he is, and what he does. “ 

Another survey has provided of 
upon which the utility is We ne 
tempting to develop a merchandi = 
plan to increase the sale of elec 
kitchens in new homes. - 

It is difficult to measure the ore 
of a survey on a dollars and r A 
basis, says Mr. Seymour, thous se 
adds that the cost of all his dep A 
ment’s survey work has been age 
than 1% of his advertising bu 
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Instalment Buying 
Curbed By Canada 


oTTAWA, Ont.—The Canadian 

yernment last week ordered drastic 
restrictions on instalment buying and 
porrowing to divert more production 
and a bigger share of the national 
income to the war effort. 

Down payments must be at least 
one-third of the total cash price, and 
never less than $10. Balance must 
be paid within 12 months, with 
minimum monthly payments of $5. 
Down payment on automobiles is 
50%, with a 12-month limit on cars 
costing less than $500 and 18 months 
on those costing more than that 
amount. 

Appliances covered by the new 
regulations include all home appli- 
ances using electricity, gas or oil 
stoves, vacuum cleaners, refriger- 
ators, washers, and radios and 
phonographs. 

All firms selling on the instalment 
pasis are licensed under the order. 
Finance houses cannot lend money 
for more than 12 months unless the 
porrower makes a declaration that 
the money is not to be used to buy 
goods affected by the new order, or 
to replace money already used for 
that purpose. 

Original credit period for instal- 


* ment purchases may not be extended 


without an affidavit or statutory 
declaration of necessity. All con- 
tracts previously in effect are subject 
to the order, and may not be renewed, 
extended, or altered. 

Affected articles bought on a 
charge account become subject to 
the terms of instalment sales if not 
paid for within 10 days of the due 
date. 

No one may, by borrowing money 
from a bank or other loan corpora- 
tion upon the security of a listed 
article purchased during the previous 
45 days, obtain more credit, or credit 
for a longer time than if he had 
originally bought the article under 
the instalment terms now prescribed. 


Hotpoint Offers Mailing 
Piece on New Model 


CHICAGO—To aid dealers in pro- 
moting its new 7-cu. ft. “interim” 
refrigerator, Hotpoint’s refrigeration 
division has prepared a four-color 
mailing piece for dealer use. De- 


signed as a sSelf-mailer, the piece < 


combines a sales letter and a product 
folder. 

First page contains the _ sales 
letter, explaining advantages of this 
model. Space is provided for im- 
printing the retailer’s firm name as 
signature. Two inside pages picture 
and describe the refrigerator. 


Washer Firms “Ok’d’ 
For Defense Work 


WASHINGTON, D. C.— Thirty- 
four washer and ironer manufactur- 
ers have been recommended to the 
War Department for special treat- 
ment in obtaining defense orders, 
the OPM announced last week. 

The industry, like the refrigerator 
and automobile industries, is sched- 
uled to have its civilian output 
sharply restricted, and the OPM be- 
lieves, it can fill defense orders so 
as to alleviate unemployment from 
the impending curtailment of non- 
defense production. 

This is the first time that OPM 
has certified an entire industry for 
special defense contract treatment. 
Heretofore, industries in a particular 
area, regardless of their nature, have 
been certified. 

OPM has found that the industry 
is capable of producing 17 different 
defense items. 
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THE WEATHERHEAD 


New OPM Bureau Fights 
Waste of Materials 


WASHINGTON, D. C.—A nation- 
wide attack upon every aspect of 
industrial, consumer, and _ govern- 
mental waste, with the aim of saving 
and salvaging every pound of usable 
material for use of defense industries 
or to prevent shortages in essential 
goods for civilian uses, is the task 
assigned to a new Bureau of Indus- 
trial Conservation set up by OPM, 
and headed by Lessing J. Rosenwald, 
former board chairman of Sears- 
Roebuck and more recently in charge 
of OPM’s silk substitution section. 


The new agency will operate along 
several broad lines, including revision 
of government specifications, avoid- 
ance of waste in industrial practices, 
promotion of the use of substitute 
materials where they are available, 
stimulation of the collection of sal- 
vage, simplification of service and 
manufactured goods, and the general 
elimination of non-essential uses of 
materials in which shortages exist or 
may be imminent. 

Municipal and state governments 
will be asked to cooperate, as well 
as representatives of affected indus- 
tries and the general public. Plan 
is also to call upon the National 
Bureau of Standards and _ other 
agencies for advice and help. 


a> 


U. S. May Inventory 
Consumer Goods 


BOSTON—Washington is  consid- 
ering plans for an inventory of con- 
sumer goods, similar to the survey 
of defense stocks now being made 
by the Office of Production Manage- 
ment, Fred Lazarus, Jr., chairman of 
the retailers advisory committee to 
OPA, told the Boston Conference on 
Distribution. 

Such an inventory is hardly less 
important than the OPM defense 
survey, Mr. Lazarus said, in order 
to assure that shortages are real, and 
not artificially created as a result of 
speculation. 

“It is entirely possible that such 
an inventory will reveal that retailers 
are holding heavy supplies,:’ he de- 
clared. ‘We know that consumers 
have been buying in advance.” 

Indicating he favored the selective 
price control plan of OPA Adminis- 
trator Henderson, Mr. Lazarus ex- 
pressed the view that the govern- 
ment’s fight against inflation should 
include two important steps—bring- 
ing out marginal production by all 
reasonable devices, and the striking 
of a balance, in a definite statement 
of policy, between the things that 
agriculture buys and “sells, and 
between wages and the cost of living. 
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: Rechargable and Non-Rechargable types equipped with 


Universal connections. Tested to withstand 250 pound pressure. ee 
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Coils and Recoils 


Only a pair of great natural-born salesmen like Jim Hatch (Bush) and 
Bill Keefe (Fedders) could put on a show for the candid camera such as 


the scene above. 


it’s anticipation of seeing their friends at the 1942 


All-Industry Exhibition which makes them so ebullient. 


Industry Committee 
Asks A-3 Rating 


(Concluded from Page 1, Column 1) 
from 35% to 50% in the industry’s 
production for civilian uses, the pro- 
posed program, it is estimated, would 
result in a net reduction of at least 
20% in raw materials required. 

Determination of which civilian 
uses of air conditioning and refrig- 
eration equipment are “essential,” 
‘Jess essential,’ and ‘non-essential’ 
would be up to OPM officials. A 
method of making this determination 
is suggested in an appendix to the 
sub-committee’s report... 

On its part, the industry would 
undertake the responsibility of closely 
supervising and of policing the uses 
of such materials, in conformity with 
the law. Also, it would, by affidavit, 
guarantee that materials obtained 
under the respective preference rat- 
ings would be applied only to the 
authorized uses. 

“Because of the great variation of 
equipment and types of applications 
covered by our industry, any curtail- 
ment formula for our’ industry 
would, at best, be extremely compli- 
cated and probably impracticable,” 
the report states. ‘We believe that 
the suggested program would obviate 
the need for a curtailment formula.” 


“What we need more than anything 
else,’ the report concludes, “is a 
tangible program which will enable 
us to keep our skilled personnel 
together, and allow us to produce 
equipment for essential civilian and 
defense requirements.” 

Members of the sub-committee 
are: James A. Bentley, discussion 
leader; W. C. Allen, F. H. Faust, 
Cc. V. Hill, Jr., M. W. Knight, L. C. 
Love, P. A. McKittrick, R. H. Pearse, 
and A. B. Schellenberg. 


Australian Company 
Seeks Materials 


(Concluded from Page 1, Column 4) 
cannot see far enough ahead to feel 
safe. 

If we could locate a source of 
supply for the steel itself we would 
have a much better chance of obtain- 
ing an Import License. 

We would like to get 40 lbs. each 
of the following sizes: %” x .006”; 
1%” x .010”"; %” x .010”; 1%” x 
.008”. 

I am prompted to write you to 
request your help in locating a source 
of supply by the fact of your position 
in the industry and your interest in 
the industry generally, and also by 
the fact that we are, I think, your 
oldest subscribers in Australia. The 
late Mr. David Garvie, the owner and 
founder of this company, sent you 
his first subscription back about 1927 
or 1928, and until the fire we had a 
complete file of every number issued 
by you from No. 1 with the exception 
of two or three which you could not 
supply when we asked you for the 
back numbers soon after receiving 


our first issue. 
E. A. TRAVERS, 


Managing Director 


Excise Tax Applies To Net 
Price Only, NRDGA Says 


NEW YORK CITY—Retailers were 
advised to pay the manufacturers’ 
excise tax only on the net purchase 
price in a bulletin issued recently 
by the Controllers Congress of 
National Retail Dry Goods Associa- 
tion. The government, according to 
the bulletin, does not aim to tax 
cash discounts, and the regulations 
permit allowance for quantity and 
cumulative discounts as well. 
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e«« And World Leaders in its de- 
velopment and application to such 
Refrigeration and Air Conditioning 
requirements as: 

e Thermostats 

e Shaft Seals 

e Packless Valves 

e Pressure Switches 

e Vent Valves 

e Expansion Joints 

e Damper Regulators, etc. 


THE FULTON SYLPHON CO. 


KNOXVILLE, TENNESSEE 


OPM Rating For All Commercial Repairs 
Coming Soon, McDermott Tells N.Y. Rsés 


(Concluded from Page 1, Column 5) 
tional Committee of Refrigeration 
Distributors.” 

Mr. McDermott, who came to the 
meeting directly from a conference 
with OPM officials in Washington, 
declared that he was given definite 
assurance that an order amending or 
extending Preference Rating Order 
No. P-22 so as to include a priority 
on material and supplies for repair 
of all food handling installations 
right down to retail stores, would be 
issued in from two to four weeks. 

He was also given some indica- 
he said, that the new or 
amended order might include house- 
hold refrigeration installations. 

“Mr. Nelson’s thinking is appar- 
ently very much to the line of giving 
all possible aid to repair and mainte- 
nance facilities,” commented Mr. Mc- 
Dermott. 


P-22 AMENDED 


One important point determined 
by Mr. McDermott in his Washington 
conferences was that refrigeration 
service companies can apply for an 
emergency inventory of parts and 
materials under the present Prefer- 
ence Rating Order No. P-22. This 
can be done by the service men 
endorsing an order given to his sup- 
plier saying that the material called 
for is the emergency inventory nor- 
mally carried in his kit or on his 
service truck, and thus eligible for 
an A-10 priority. 

The RSES national office has 
worked to inform the quartermas- 
ter’s department that there is a large 
body of experienced service men 
ready to handle the maintenance of 
refrigeration installations of the 
U. S. Army. 

As soon as the year-long service 
guarantees on new equipment in 
Army use run out, the Army hires 
anyone available to maintain these 
systems, it was explained. 

In some cases this is done by 
making one man (usually a civilian) 
responsible for the maintenance of 
all equipment of a kind in the camp. 
He is on the camp payroll. 


This man, in turn, may hire as 
many men as he needs to do the job. 


OPM RELEASES LATE 


In relating the society’s experi- 
ences with the continually changing 
picture at the OPM offices, Mr. Mc- 
Dermott told the service men to rely 
on information in the trade press or 
that relayed to them by the society’s 
central office, since the local offices 
or even the lesser officials in OPM 
often were “late” or “behind the 
times” on important rulings. 

“The local office in Chicago, for 
example,” related Mr. McDermott, 
“got the amended P-22 order restrict- 
ing the application of the rating to 
plants and wholesale houses only, 
three days later than we received it.” 

Mr. McDermott emphasized the 
fact that the amended P-22 order 


restricts the application of the A-10 


priority strictly to plants and whole- 
sale houses engaged in processing or 
storing of foods, and advised the 
New York members not to abuse the 
use of the order, lest the government 
crack down on service men individu- 
ally and collectively. 


In voicing his plea for a continued 
effort to convince Washington of the 
essentiality of mechanical refrigera- 
tion, Mr. McDermott said that at 
first the RSES felt that the manufac- 
turers of equipment could do the job 
of convincing the OPM men that this 
was so. 

With the passing of time, however, 
it became evident, he said, that 
refrigeration apparently was not re- 
ceiving the right kind of considera- 
tion, and thus the society decided to 
take a hand. 


OPM LIKED BRIEF 


A brief was prepared outlining the 
nature and scope of refrigeration 
service and maintenance work, and 
giving data on the number of men 
available for such work. This brief 
was much appreciated and has been 
widely used by OPM men, said Mr. 
McDermott. 


What is needed now, the national 
secretary continued, is a united effort 
on the part of the industry together 
with the circulating of the TECORD 
petitions among users to register all 
the ‘‘votes” possible for the cause of 
refrigeration. 


In closing Mr. McDermott warned 
the service contractors to “get their 
house in order” by keeping a sys- 
tematic set of books, and a complete 
record of all priority orders and the 
like, for the reason that the govern- 
ment will make more _ thorough 
investigations of all private business 
in the coming year. 


TECHNICAL PROGRAM 


A widely varied and highly inter- 
esting technical program was held in 
conjunction with the program, some 
of which will be reported in a later 
issue. 

Motion pictures on “Virginia” 
refrigerants and “Thawzone” liquid 
dryers were shown by John Eldridge, 
Virginia Smelting Co. representative. 

Edward Kellie, vice president, 
American Injector Co., spoke on 
“Why Oil Separators’; Ken Cash of 
Penn Electric Switch Co. gave an 
illustrated talk on “Controls and 
Food Preservation’; and E. J. New- 
comer of Mills Novelty Co. discussed 
“The Making and Preservation of 
Ice Cream.” 

Officers of the New York State 
RSES are John K. Bush of Buffalo, 
president; George B. Gardner, Sche- 
nectady, vice president; Eugene 
Phillips, Rockaway Beach, second 
vice president; Ernest E. Condon, 
Flushing, secretary; Ralph D. Davis, 
Buffalo, treasurer; Paul D. Gross, 
Syracuse, sergeant-at-arms. Direc- 
tors are Stanley Szyszkowski, Buf- 
falo; Edwin J. Walters, Schenectady; 
Weldon C. Andrews, Syracuse; and 
V. E. Hall, Binghamton. The officers 
took the major part of the work in 
conducting the convention. 


Tecumseh Gets $160,000 
Army Contract For Shot 


TECUMSEH, Mich. — Tecumseh 
Products Co., condensing unit manu- 
facturer, has been awarded a $160,000 
contract for shot by the War Depart- 
ment, it was announced last week. 
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Mr. Dinegar 


Here is Henry Dinegar of the 
OPM Civilian Supplies & Alloca. 
tion Section, Chief of the OPM’s 
Refrigeration & Air Conditioning 


Advisory Committee. On _ his 

broad shoulders has been put a 

tremendous burden of responsi- 

bility—not only for our industry, 
but for many others. 


Program Urged To 
Conserve ‘Freon’ 


(Concluded from Page 1, Column 4) 
to use an alcohol or gas-burning 
Halide lamp or torch. The booklet 
describes the procedure for using 
such a leak detector, and further 
suggests that time can be saved in 
locating leaks by looking for an 
accumulation of lubricating oil which 
has leaked from the system. Since 
“Freon-12” is miscible with oil, the 
oil will leak out with the refrigerant. 
The torch can then be used to deter- 
mine the exact location of the leak. 

When charging systems, many 
service engineers have a tendency to 
put in % to 1 ounce over the required 
amount, which, assuming a charge 
of 20 ounces per unit, would total 
3% pounds per 145-pound cylinder 
of refrigerant. This loss could be 
cut to 1 pound if the overage were 
held to only % ounce, according to 
the booklet. 

Refrigerant is frequently lost dur- 
ing the charging operation. The 
liquid line from the cylinder to the 
charging stand or unit, threaded 
connections or fittings, and all valve 
stem packing should be checked for 
leaks, the booklet advises. Soft 
solder connections are preferable to 
threaded connections for eliminating 
leaks. 

Some refrigerant is also lost when 
making or breaking connections be- 
tween the cylinder and unit or charg- 
ing stand. By using very short con- 
nections between the cylinder and 
unit these losses can be reduced 75% 
in some instances. 

Incomplete evacuation of refriger- 
ant from cylinders causes consider- 
able waste. The booklet fully out- 
lines the method of removing refrig- 
erant from the cylinders which will 
provide complete evacuation. The 
cylinder is weighed, placed in warm 
water (not above 125° F.) for “self- 
evacuation,” connected to a compres 
sor and pulled down to 28 or 2% 
inches of vacuum, and weighed agai. 
By checking the weight before and 
after evacuating, the service man call 
determine whether or not all the 
refrigerant has been removed. 

The booklet also includes 11 ge 
eral precautions for the handling of 
refrigerant and cylinders. 

Copies of the booklet may be ob 
tained from Kinetic Chemicals, It 
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- . | oe Machine Tool Plant 5-Story Jacksonville Dept. Airbrake Firm Cools 
One Call Per Prospect—on the Best Air Conditioned Store Gets Conditioning 2 Floors of Offices 


Prospec ts—Sel Is 100 Room Cooler a. BRIDGEPORT, Conn.—The Bul- , J4CKSONVILLE, Fla.—The new = WILMERDING, Pa. — A 25-hp. 


; five-story department store building jpermeticall sealed Westinghouse 
lard Co., one of the world’s largest for Furchgott’s has been completely ynitaire on a 5-hp. fan es has 


a wert; ee. i “i makers of machine tools, has just ‘28 
E \ pres = oa eee i ‘ completed a new $4,000,000 air con- . air conditioned by Florida Weather- been installed on the third and 
a Ny ‘ re. >a. i ditioned assembly building, 180 x 540 makers, Inc., distributor for Carrier. foyrth floors of Westinghouse Air- 
t- - enjoy cool, feet and 60 feet high. Other recent jobs completed are rake here. Those floors are occu- 
: refreshing comfort The new assembly building supplies Duval Jewelery Co., Federal Building, ieq by the production, planning, and 


all summer long three acres of production space and First Methodist Church, Bond-Howell engineering offices which accommo- 


will be operated on a 24-hour basis, Lumber Co. Florida Theater, Ford gate 150 persons. 
Glass used in the outside walls is Motor Co, Knight Paper Co., Installation supplies cooling, winter 
both heat-absorbing and gilare- Morrison’s Cafeteria, and Walgreen’s tempering, and year-around precipi- 
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bs , ee. reflecting. Drug Store. tron electrostatic filtering. a 
q a ‘ 4 : j 
2 —_ aa poe a SERVICE \) 
Sam Singer, general manager of Schweig-Engel Co. in St. Louis, : : oe »~ os LF 6 
demonstrates the successful approach used in selling room coolers. - 4 : 
es 8 e@ : oe oe . 
Sales Record Set By St. Louis Dealership é 
That Contacts Those Who Can Pay Cash 
4) 
ning ST. LOUIS—Ironing out of the will make his office, the Schweig- 
klet possible objections to purchasing Engel salesman takes him to a 
sing packaged air conditioning in advance nearby office building where a previ- 
ther is the only plausible means of ously sold unit is operating, for a . “ 
1 in anticipating success in selling room “use” demonstration. Throughout the history of mechanical 
an coolers, according to Sam _ Singer, Forty such locations are known to , t : gd 
hich general manager of Schweig-Engel Schweig-Engel salesmen, and they refrigeration and air conditioning, the 
ince Co. appliance dealership here which are effective sales clinchers. “We ‘ ; 
the has for two years sold St. Louis’ ask on each installation whether the name KEROTEST has been closely identi- 
ant. largest dealer-volume. owner objects to our using it to sell ; 
ter- Handling the Philco-York line, other people,” Mr. Singer pointed fied with progressive leadership and full 
eak. Schweig-Engel Co. during 1940 sold out. “None of them object.” h d : i 
any 51 room coolers, mostly % to 1-ton To doctors, the sales message is cooperation wit our industry s policy 
y to jobs, and created a highly profitable health and comfort for himself; to P y hee 
ired market remarkably free from the dentists, more pleasant waiting con- of bringing maximum quality within the 
irge usual problems of other appliance ditions for his patients; to lawyers, 
otal retailing. This year, that figure has better working efficiency for himself scope of every purse. 
ider been more than doubled. and staff. Plan is always to pre- 
ba PROSPECTS ARE ‘HOT’ yong aa - — I th b . . KEROTEST est ab- 
to The reason: Manager  Singer’s In the event that the prospect is n the very beginning, 
theory of prospecting for sales among _ Still wavering about buying, a “con- ‘ . 
oi a “select” group of customers. He vincer” of real worth is a rental plan lished a high standard of quality and 
e has found that making fewer calls, worked out by Mr. Singer. Under oes P 
= but directing these at “hot” pros- this special offer, any professional dependability in Kerotest Valves and. 
, ts, pays best results in the lon man may try the room cooler on 2 — P . 
alve = ” seated Giese © % or %-ton con« Fittings that has continued unfalteringly 
for In St. Louis’ torrid summer ditioner, he is charged at flat rate | 
- weather, the package cooler is the of $25 per month; for the 1-ton and preceded every new change in ae- 
fed logical sales item, Schweig-Engel model, he pays $40. This amount, J ‘ P ° 
ting has found—but most appliance deal- plus a small cartage charge, is sign ... until TODAY Kerotest is cited by 
ers are too easily discouraged when’ credited to his account if he decides . 
- the comparatively high price of the to buy the conditioner. In every complete acceptance of the industry and 
unit scares away business. instance, such rented coolers have ‘ 
~~ Point to remember, Mr. Singer sold themselves, and all the company broad usage on nearly every leading 
nae Says, is that the man who needs air has to do is to pick up the check b A of P t 
conditioning wants it NOW, and for the whole amount (80% pay rand ol equipment. 
5% there can be little time wasted in cash). 
calling upon him. “We find we get 
per the sale immediately or miss it,” he SOMETIMES SELL TWO " ‘ itical period of priorit ur- 
A says. “There cannot be any fencing a unusual fact in the mer- > Today's critical p P 7? 
ol around over prices or other delays chandising program is that Schweig- : j j ili i 
o in this field. We take ‘yes’ or ‘no’ Engel has sold at least 15 customers fe chasing is curtailing production for your 
The o* cur anawer, average only one call ‘we coolers instead of only one, the | i industry; but ‘though Kerotest Valves and 
“a Per customer, and feel satisfied that result of instructing salesmen to % 
we get what business there is.” follow-up office installations with the 3 Fitti limited i b d 
elf- ; ittings may be limited in number an 
suggestion of another for the home. CS 
rear CHOOSING TH LIST - af * £4 : 
2 wh or hse ae Pecos Sa aaa ot sae as ge teed is more difficult to obtain . . . you can be 
“ of prospects? It’s simple, according sold thoroughly on the correct size ~ . . 
= to Schweig-Engel. First, the com- for the room. Mr. Singer will not Ce certain that the same high standard of 
pany chooses two fields—business sell a lower-priced 14-ton job, simply is : , mA 
the ti’ professional’ men whose work because it is cheaper, where a | | quality that brought Kerotest's accep 
. eeps them in hot offices all da ¥%-ton unit is essential. He feels oe . . . * f- 
gs long, and homeowner Med that insufficient cooling will create = tance will continue without sacrifice or 
Whose income is above the $5,500 _—illwill which cannot possibly be worth ic bstitut 
ob mark. The store bought a list of the slight profit involved. Forty per He substitute. 
Ine. these People, never calls on a man cent of the company’s sales this year 4 
i. Who cannot reasonably afford to pay were to homeowners, proof that last Ee . 2 r 
cash, and thee disposes of the prob- — did a good soiling : Today's wary buyer is conscious of the 
economies in advance. (9) oug eir owners’ mouths. bo 
Professional men are steadily the 3 ossibility of receiving unknown sub- 
/ a9 customers, Mr. Singer ileus, . k L Will O = = d : , 9 
in late May or early June, he directs JC angston i pen| @ stitute materials in new purchases. In 
feetteee Of direct mail to 1,800 New PI N 4 ; ; 
tists, 2,000 physicians, and 1,500 ew Fiant Nov. a your equipment, keep the reassuring evi- 
pea each simply enclosing a s . we 
ang St note, “It’s Time to Think!” © DALLAS, Tex.—Formal opening | /f dence of quality and dependability ... 
An foller on the Philco-York line. of the new plant of Jack Langston be : ae 
of ne onal men who face long hours Co., builders of the “America” line | /@ genuine Kerotest Valves and Fittings. . 
pearing heat are usually quick of commercial refrigerator equipment, 2 
othe ay if they are so minded; has tentatively been set for Nov. 4. pee j 
ly _ the store lets them alone. Production capacity of the new bes ‘ 
— eg onsy are followed up. plant, which is located at 3700 Elm | [@ | 2 & 
S of such prospects are _ St., will be three 6, 8, or 10-foot units pes f 
“i over to salesmen, with in- daily. a a ’ : A a : - : 
ately oe to see the man immedi- The plant will have window display ah Ce me | : , i 
after Ae metimes within two hours area of plate glass of about 100 feet, ee iw = P K E R O T t S T / i 
Dlete ‘S call). Salesmen take com- approximately 17,000 square feet of oeasanall desi ag ae an ie | eS j 
endl sures on all sizes of condi- floor area, and will employ 22 ne i be : - - y 3 i a ie _ | 
| before look over the office quietly persons. sal M a N UFA cT U R! N G ¢ Oo M PAN # eB 
timer My prospect, and make Associated with Mr. Langston, who DBE BNE sy phe eae . a ‘ays eae j 
"ate of the proper size unit began building refrigerator equip- td ae sic: TSBURGH, PENNSYLVANI 1 
= costs, If the prospect wants ment in 1938, is his son, Jack am — i ye a ee . 
Ww how cool the conditioner Langston, Jr. igs fo a 3 ha 
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Refrigeration Men Present Industry’s Case Before Congressional Investigating 


(1) Herman Spoehrer of Spoehrer- 
Lange, St. Louis, with Congressman 
Walter Ploeser of Missouri at the 

* 


hearing held by the Congressional 
Small Business Defense Committee. 


Congressional Committee Investigates 
Effects of Defense on Refrigeration 


(Continued from Page 1, Column 2) 


Ploeser, Missouri; and Thomas D. 
Winter, Kansas. 
This committee sat in Ohio 


(traditional seat of small business 
enterprises) and heard men from 
many diverse industries tell of the 
crushing effect of priorities, the end- 
less confusion and redtape entailed in 
priorities procedure, and the devas- 
tating results on small business of 
materials shortages. 

The refrigeration men achieved 
recognition first, and were given 
ample time to present their case. 
Messrs. Bogart and Spoehrer read 
briefs into the record. These briefs 
follow: 


BOGART PRESENTS BRIEF 


Brief presented by H. G. Bogart, 
president of the H. G. Bogart Co., 
Toledo, representing the Appliance 
Retailers and Distributors Forum. 


Oct. 21, 1941 


Gentlemen of the Congressional 

Small Business Defense Committee: 
We come to you today as the 

accredited representatives of: 

(1) Nearly 900 wholesale distribu- 
tors and more than 20,000 local re- 
tailers of refrigerators and electrical 
appliances; and 

(2) More than 5,000 independent 
refrigeration service men and me- 
chanics. 


Because of automatic unloaders, 
capacity controls, Flexo-Seals, force- 
feed lubrication from submerged oil 
pump, safety heads, and balanced 
operation— among other features. 
Three sizes: 3, 4, and 6 cylinders. 
Capacities up to 60 tons. Write for 
Bul. 100-B. Some good territories 
still open for distributors. 


DEPENDABLE REFRIGERATION SiMCE 


Frick ;4 


WAYRESBORO, PENNA. 


USA 


Se ee . "alee. 


We come to you, as our repre- 
sentatives at Washington, to plead 
for relief from further drastic limita- 
tions imposed on our businesses by 
the OPM, and to point out the very 
necessary and vital role which re- 
frigeration plays in the health and 
efficiency of America. 


Two propositions sum up our case: 


(1) Perishable food must be pre- 
served until it is consumed; and this 
preservation requires a steady flow 
of refrigeration products. 


(2) When an American business 
firm closes its doors, its members 
have lost their way of life. 


All of us, and those thousands of 
small, independent business men 
whose accredited representatives we 
are, are among those “necessary 
dislocations” (which means _busi- 
nesses that must go out of business) 
caused by the rearmament program. 
Already we have been sharply hit 
by priorities and production cuts; and 
we are told that the worst is yet to 
come. 


We submit that in our own com- 
munities each of our firms is economi- 
cally important. We pay taxes, give 
employment, lease real estate, place 
advertising, and in untold ways help 
keep the economic and commercial 
life of our towns and cities running. 
Yet, by arbitrary rulings which do 
not take into account the relatively 


small quantities of critical materials 


our industry actualy needs to keep 
running on a minimum basis, thou- 
sands of us are consigned to the 
economic ash can—the junking to 
take place within the coming year. 


We submit further that our con- 
tributions to the welfare and health 
of the nation are of far greater 
importance than our contributions as 
units in the various local economies. 
To wit: , 


In operation throughout our coun- 
try there is an estimated $5,000,000,- 
000 worth of domestic and commer- 
cial refrigeration equipment (retail 
value) and an estimated $400,000,000 
worth of air conditioning installa- 
tions. 


(printed on this page). (3) H. G. 
Bogart, Toledo distributor of electri- 


(2) Mr. Spoehrer reads his paper cal appliances and General Chairman 


of the EARDF, presents the case 
for the nation’s dealers. (4) Rep- 
resentative Halleck oof Indiana, 


chairman of the Congressional Com. 


mittee. (5) Representative Vorys of 
Ohio with E. A. Graff of Raneo, 


This equipment is our basic means 
of preserving, transporting, proc- 
essing, and merchandising the perish- 
able foods of our country. The air 
conditioning installations in operation 
are essential to the habitation and 
continued occupancy of the buildings 
in which they are installed. 


Yet the cost of the actual steel, 
brass, copper, zinc, nickel, rubber, 
and other restricted metals for the 
maintenance of all of the household 
and commercial refrigeration and air 
conditioning equipment now in use in 
the nation does not cost more than 
an estimated $1.00 per year per 
thousand dollars worth of equipment 
to be maintained. 


It should be noted, however, that 
continued production of a supply of 
sufficient repair parts (not as yet 
ordered by the OPM, despite favor- 
able assurances) will not in itself 
provide adequate refrigeration facili- 
ties for America. 


Priorities must be granted for re- 
placement of worn-out complete 
units, for expansion of existing re- 
frigeration systems to take care of 
increased food consumption (one of 
the largest grocery chains has 
announced that consumption of per- 
ishable foods increased 17% this 
summer over 1940), and for new 
installations required by the reloca- 
tion of population caused by the 
rearmament program. 


RESOLUTION OF GROUP 


We then resolve: 


Whereas, it has become apparent 
that certain agencies of the Federal 
Government concerned with the 
issuance of priorities on and alloca- 
tion of materials vital to the manu- 
facture of air conditioning and re- 
frigeration equipment, parts, and 
supplies, should be impressed with 
the fact that mechanical refrigera- 
tion is essential to the nation’s health 
and well being, and the basis of the 
livelihood of a large share of the 
population. 


It is the resolution of this group, 
representing all branches of the 
industry, that all efforts to be made 
to impress upon these agencies and 
to Congress and to the President of 
the United States that reduction in 
the production of mechanical refrig- 
eration equipment must be held to 
a minimum, and that a defense 


© 


SERVICE A 


viaghd 


ASK US FOR THE NAME OF THE ANSUL JOBBER NEAR YOU 


priority rating be given immediately 
to repair parts for the maintenance 
of existing mechanical refrigeration 
equipment, for the reasons: 


(1) Continued operation and use 
of refrigeration is vital to the 
helath, efficiency, and morale of the 
civilian population, for food must be 
preserved until consumed. 


(2) Failure of mechanical refrig- 
eration equipment used in the pres- 
ervation of foodstuffs through lack 
of parts and new equipment can lead 
to epidemics, wholesale illness, and 
general malnutrition. 


(3) Refrigeration is absolutely 
necessary in conserving the nation’s 
food supplies, making it possible to 
keep the nation well fed, reducing 
the dangers of inflationary food 
prices, and providing facilities for 
decentralized food storage in case of 
attack. (New refrigeration equip- 
ment has high priority rating in 
England.) 


MAINTAINS VITAMINS 


(4) It has been proved that re- 
frigeration maintains the vitamin 
content of foodstuffs at a high level, 
thus keeping defense workers, as well 
as the rest of us, at top efficiency. 


(5) Refrigeration facilities permit 
a proper routing and allocation of 
rail and shipping facilities, which 
would be in vast confusion without 
it. Also, by preventing food spoil- 
age, providing storage for food sup- 
plies, and acting as a balance wheel 
in the uneven flow of food produc- 
tion, they reduce the load on the 
nation’s soon-to-be-strained trans- 
portation facilities. 


(6) Because of state sanitary re- 
quirements, milk cooling is of extreme 
importance and is considered of vital 
interest to public health. 


(7) Quick freezing units which will 
make frozen’ storage of many 
vegetables in paper packages possible 
where formerly tinned steel con- 
tainers were required. 


(8) Increased consumption of ice 
cream and storage of butter fats 
place additional demands on mechani- 
cal refrigeration which ice cannot 
meet. 


TRAILERS NEED BOXES 


(9) Trailer camps used to house 
defense workers have inadequate 
food preservation methods unless 
additional mechanical refrigeration is 
provided. 


(10) New stores in defense centers 
require additional commercial refrig- 
eration equipment. 


(11) Supply of parts necessary for 
the production of household refrig- 
erators to meet the needs of the 
shifting of labor now taking place 
due to the change of empolyment in 
the defense industry is essential. 


(12) Refrigeration is absolutely 
necessary in the preservation of 
serums and pharmaceutical products 
in connection with hospitals, sani- 
tariums, etc. 

(13) Nearly half a million workers 
and their families are dependent in 
some way upon the air conditioning 


and refrigeration industry. Prop. 
ably less than half of these are men 
who are or were engaged in the 
production of such equipment— 
skilled workers who can easily fing 
jobs in the defense industries. The 
other half are small retailers, sales. 
men, field engineers, service repair 
men, and the many other types of 
employes engaged in the distribution 
and servicing of air conditioning and 
refrigeration equipment, who will find 
it extremely difficult to make a living 
if they are given no goods to sell, 
or parts and supplies with which to 
repair existing equipment. 


SPOEHRER’S BRIEF 


Brief presented by 
Spoehrer, Spoehrer-Lange Co, 
St. Louis, representing small 
manufacturers of refrigeration 
equipment. 


Herman 


Small manufacturers are being told 
constantly by representatives of 
Government and the OPM that 
materials for non-defense items will 
not be available during the present 
emergency. We are told that our 
only hope for survival is to obtain 
sub-contracts for the manufacture of 
defense parts. Many of us are only 
too willing to undertake this defense 
work but have been unsuccessful in 
getting these contracts because of 
our lack of machine facilities and 
skilled mechanics to produce the 
highly specialized and _ extremely 
accurate parts required for planes, 
tanks, and guns. 

Assuming that many of us will 
eventually obtain contracts for de- 
fense parts that still doesn’t ade- 
quately solve the problem. Such 
contracts, for the most part, will pro- 
vide employment for only a small 
group of skilled machine operators. 
In most plants a large percentage of 
the work on non-defense products 
consists of hand work on small parts 
and assembling and testing the com- 
plete product. What is to become 
of the thousands of office workers, 
salesmen, jobbers, dealers, and serv- 
ice men now distributing and servic- 
ing these products if they are no 
longer produced? 


‘MORE TO DEFENSE’ 


True, a national emergency exists. 
We all fully appreciate that building 
up the defenses of our country 
necessitates sacrifices on the part of 
everyone. “Business as usual” 1s 
definitely out. But there is more to 
defense than guns, tanks, and planes. 
To be a strong nation we must be 
economically sound and must main- 
tain public morale, welfare, 
health. 

To permit small businesses to 
disappear by the thousands oF to 
force small manufacturers to discon 
tinue entirely the manuéacture © 
their own products in favor of de- 
fense parts will create serous unem- 


ployment and will cause 5" ove 

breakdown of morale and health ho 

our system of free enterp:ise W 
ible for our 


has been largely respons! 
(Concluded on Page 7, Column 1 


ditioning Division, Evansville, Indiana. 


SERVEL MACHINES 


FOR HIGH-CAPACITY REQUIREMENTS 


These heavy-duty models are designed for large com- 
mercial or industrial applications. For liquid cooling, 
locker storage, food processing, etc. 4 and 8 cylinders. 
5 to 20 HP. Available with water-cooled condensers 
or for use with evaporative condensers. Write for de- ~ si | 
tails. Servel, Inc., Electric Refrigeration and Air Con- 


4 AND 8 CYILS. ; 
5 HP. TO 20 HP. 
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= 
- similarly situated, may initiate an Speaking for the refrigeration materials for the armament program 
Industry Men Tell Cong ressmen Why order with an A-10 priority rating parts industry we advocate a plan planned for the next several years 
which he presents to the refrigera- to make available to the manufac- but a large amount of this material 
tion service man, contractor, or turers a reasonable amount of mate- should be taken from the future pro- 
: © e i Vi i F A e jobber. Eventually the order is rials on a priority or allocation duction over a period of several 

Re rigeration S ita or merica passed on to the parts manufacturer, basis for producing economically years. ae 
that is, the manufacturer of an and to have immediately available A scheduled portion of each year’s 
expansion valve, control, condenser, to all users of refrigeration, through production should be sufficient rather 
or belt that is needed to replace the regular channels of distribution, re- than to take large quantities away 
worn or broken part. Then and then placement and repair parts for main- from civilian requirements now when 
only is such manufacturer permitted taining refrigeration for the pres- some of these materials may not be 
to order the raw materials or un- ervation of foods and other essential needed for defense requirements 
manufactured parts from his sources items. This must apply to retail until 1943, 1944, or 1945. Materials 


e 


(Concluded from Page 6, Column 5) Think what would happen to this 
ecess aS a nation. It will cause nation if mechanical refrigeration 
irreparable loss to thousands of busi- ©dUipment is permitted to become 
cae est ablishments who have spent inoperable through lack of repair 


of effort and millions of 2d replacement parts. Yet today 
oe no provision exists for the butcher, 


dollars to establish trade names, of supply. stores, however small, in addition to not immediately required should be 
will, and spp teasers Pgs 4 are et Mg A ane is arte Th In the case of an expansion valve the larger plants and wholesalers. made available to small manufac- 
_— Z Sie Seber ao his refrigeration equipment in opera- We need brass forgings, steel forg- It is. equally as important to pre- turers on a controlled basis to pre- 
facture OF tion for preserving foodstuffs and "8S, brass and steel bar stock, serve food in the retail stores as in ‘Serve the identity and stability of the 
Considering specifically the indus- other perishable stocks. copper tubing, and other materials. the large plants because collectively thousands of small businesses con- 


with which I am associated—the So. uated “sellae”. te - anal To produce valves economically we the amount of food on hand in the stituting the backbone of the nation. 
refrigeration industry here is the 1° wholesalers and manufacturers ™USt order these materials in quan- hundreds of thousand retail stores This will prevent serious unemploy- 
cture. There are about 250 manu- tities of 5,000 to 25,000. Now, by represents a large percentage of the ment and economic dislocation and 


facturers of compressors, condensers, — 8 gprs ge Order virtue of order P-22, when a large nation’s available food supply. make available to manufacturing 
coils, valves, belts, fittings, and com ee ee eee arte co Oder piace, Plant is in dire need of a valve or plants, retail stores, and the public 
trols used in the assembly of a na “es ane plants to order replace- (thor part for replacement, we, as RAPS U. S. HOARDING essential products without which the 
complete refrigeration plant or sys- pos i bess Page nll — P ned no a the manufacturer of that valve or Pn nation cannot survive. , 

tem. ‘These component parts are & wed —— oe part, are permitted to order raw We believe that the present prac- We appeal to you, our Repre- 


distributed through about 300 jobbers ment. This order, however, is ex- materials for that one valve or part tice of our Government of hoarding sentatives, for help. Through proper 


om- around the country. These parts are tremely ineffectual. only. Perhaps we might affect de- huge quantities of materials which legislation and control of the ever 
of installed and serviced by literally When a breakdown occurs, the livery in six or eight months at a may be required during the next five increasing Government Bureaucracies 
ICO. thousands of dealers, contractors, manufacturer who uses refrigeration cost of 100 times the normal cost. or 10 years should be discontinued. can a national calamity be averted. 
_ and service men. in his plant for processing or storage Perishables can hardly wait that long We realize that the Army and Navy’ We pledge to you our support in this 
*» A tremendous number of these purposes or the wholesaler who is for the restoration of refrigeration. must be assured of having necessary important effort. 

a refrigeration plants are installed in ¢ 

the putcher shops,, delicatessen stores, . 

im grocery stores, restaurants, taverns, 

~ od drug stores in addition to the 

= larger plants in packing houses, 

ae dairies, bakeries, ice plants, cold- 

storage warehouses, chemical plants, 

Pad troleum refineries, and other plants. 

a The necessity for mechanical refrig- 


eration for the processing of many 
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“ “One day last summer a group 

ely of men sat in the office of Rear , 


Admiral Lyster, chief of the British 
Fleet Air Arm, discussing the 
vill amount of refrigerating equipment 
in Germany. One night, shortly 
thereafter, British bombers, launched 


A fom an aircraft carrier on the MAIL COUPON BELOW! 


Mediterranean, set fire to the great 


- cork forests on the Italian island of 
Sardinia. Between these two events 99 > a 
. 1S thoes and caieubahed Geabeny. me Refrigeration Engineers = 12” can be made in the servicing 
ts - lied sacle today are following the lead of equipment and in handling. 
DES ° 
ong . of the Chinese Doctor—who _ If present waste and losses of 
onl The men who had gathered in the ‘ ; a ‘ ms 
me Rear Admiral’s office were British | serves by keeping patients well. Freon-12” are eliminated, the 
rs, economic experts. They had dis- . . ° ° ° 
rv cused refrigerating equipment in The reason is obvious: saving will compensate for exist- : ‘ ate 
- tmany because the Nazis, in their . a ing shortagzes—make “‘Freon-12” U. ; to tts insta, 
no efforts to counteract the British Users of air conditioning and 5 x 5 ~ Yeon, cthreaey 
blockade, were building cold-storage refrigeration equipment mustcon- available for new equipment that Evacuate Shippin 
Plants to preserve their available : . , in turn me busi f completely, 9 cylinders 
foodstuffs. Cork, said the experts, | serve their refrigerants if they u ans more Dusiness tor weandense the eaper ang 
8 an important item in the manufac- . . F ou. © he refrigeran, "4 sal. 
- turing of cold-storage equipment; | Want to keep their equipment in y ‘ ; NOt Purge “Freon: 
try cf Germany imports cork from operation. And you're the doctor. That’s why this new booklet 
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: “The Rear Admiral got in touch You can help the entire refrigera- is doubly valuable today. It has 
to ee Air Chief Marshal Sir Charles | tion industry and at the same been designed as a helpful guide 
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be ae. and Britain’s No. 1 man in | time build up customer accept- _ to assist you in making the most 
in- € air. Sir Portal considered the . ° itv— 
at triangle inextricably linking Sardin- | 4nce of maintenance service that of your new opportunity—a reg- 


cork and German cold storage | will] carry over to normal times. ular check-up service to reduce 
to pants with British bombs, and 


to a & green light. A few nights Why there is a shortage of waste and losses. 
on- , ‘r the amount of Sardinian cork | ,, “ 
of =e available for German use Freon-12”... 
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Refrigeration Is Essential 
To America’s Health 
And Efficiency 


What's Ahead for 
Commercial 
Refrigeration? 


CTIVE on every front, the 

commercial refrigeration indus- 
try—in all its branches—has been 
doing an increasingly good job to 
emphasize the important part it plays 
in the health, welfare, and efficiency 
of America. 


Here is an industry so heterogene- 
ous, so unorganized, so un-Big-Busi- 
ness-like that in the normal course of 
events in the Planned Restriction of 
Civilian Production it might have 
expected an undeserved death sentence, 
merely because it had no collective, 
unified Front. 


Yet, because of its inherent essen- 
tiality to the American war effort and 
civilian morale, it really appears to be 
marked for survival. After a long 
period of patient education of the 
Planners, most of them seem to be 
convinced of the job commercial refrig- 
eration does for the nation. 


WASHINGTON DECIDES 
IT IS ESSENTIAL 


Opinions expressed informally and 
off-the-record by men in charge of 
deciding eventually which industries 
are really “essential” indicate that the 
commercial refrigeration business—the 
manufacturing, distributing, and in- 
stalling of refrigeration equipment for 
the preservation of foods in food 
retailing and serving establishments 
(plus a few other necessary services) 
—has found its place on the “neces- 
sary” list. 

Let’s hope it stays there. The 
educational, promotional effort must 
be continuous in order that that aim 
be achieved. 


We are faced with an extraordinary 
situation as a result of the Gargantuan 


appetite for raw materials of our 
armament industries —a_ situation 
which results in arraying industry 
against industry in competition for 
approval as to its essentiality. If 
commercial refrigeration weren’t inher- 
ently vital to America, it couldn’t hope 
to win out in its fight for allocation 
of the materials it needs for continued 
production. 


OPM NEEDS PRESSURE 
FROM THE INDUSTRY 


But refrigeration is as necessary 
to American welfare as are the public 
utilities and the transportation sys- 
tems. And in due time it will be so 
declared by those in authority, we are 
informed, if the industry isn’t too 
backward in pressing its deserved 
claims for attention. 


You see, every industry which 
needs metals is trying desperately to 
establish as a fact its essentiality. 
“Defense” and “morale” are probably 
the two most abused words in the 
language today. Some of these indus- 
tries which are competing with us for 
allocation of metals are politically 
well entrenched, and are pulling all 
sorts of wires and strings. 


The efforts put forward by com- 
mercial refrigeration interests, how- 
ever well conceived, are picayune in 
comparison with the propaganda and 
political pressure jobs being subsidized 
by industries which are truly less 
essential than ours. In order to resist 
these, OPM allocators need pressure 
from us to counteract and combat the 
pressure from other industries. 


WHAT EQUIPMENT 
WILL BE MADE? 


If the industry does do the job of 
which it is capable, however, and if 
it continues to be cooperative with 
the OPM, those now in the commercial 
refrigeration business have a reason- 
able expectancy of being allowed to 
continue their worthy services to the 
nation. 


One question, however: What 
commercial refrigeration equipment 
will be declared “essential” for the 
duration of the war? This remains 
to be seen. 


Planners in the SPAB tell us that 
the output of some commercial refrig- 
eration items will be restricted in the 
near future. Exactly which products 
will be affected hasn’t been officially 
specified. However, those who make 
and sell commercial refrigeration 
equipment can use their own judgment 
as to what is likely to be deemed 
semi-essential and non-essential among 
the uses of the products they now sell. 
(Such a list will appear in the next 
issue of AIR CONDITIONING & REFRIG- 
ERATION NEWS.) 


NO ‘DEATH SENTENCE’ 
WILL BE PRONOUNCED 


Whatever it is among commercial 
refrigeration products (or, more prop- 
erly, uses) that will be subjected to 
restricted output, the industry can 
feel confident that the great bulk of 
its production has every legitimate 
reason for being deemed essential. 
Substitutions for some scarce mate- 
rials, such as copper and aluminum, 
will have to be devised; but no overall 
“death sentence,” such as has been 
handed down in the case of many 
other industries recently, will be 
pronounced. 

As a high-ranking Army ordnance 
procurement officer declared in a 
recent speech: 
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“The Army is going to feed its 
men well and properly. The Army 
will see to it that it gets the refrigera- 
tion equipment it needs to do that job. 
America’s 145,000,000 have to eat, too. 
If they can’t get the refrigeration 
equipment they need, the much-divided 
and schismatic refrigeration industry 
will have only itself to blame.” 


LETTERS 


USING A TRADE-IN AS 
DOWN PAYMENT 


General Electric Contracts Corp. 


570 Lexington Ave. 
New York, N. Y. 
Editor: 


In the Sept. 17 issue of the News, the 
following statement was made in an editorial 
on page 20: 

“Considerable criticism has been expressed, 
however, over the requirement that a ‘trade- 
in’ refrigerator cannot be used as a down 
payment. Such procedure is allowed in the 
case of automobile selling? Why not refrig- 
erators? Is that not an unfair and unjusti- 
fied distinction? 

“Some dealers are already ‘getting around’ 
this distinction by ‘buying’ used refrigerators 
which are offered in trade. Such subterfuge 
should not be made necessary.” 

While we regret that restriction has been 
placed on the acceptance of trade-ins as down 
payments, we are equally disappointed to 
learn that some sellers might attempt to 
circumvent the spirit of the act. However, 
we do not understand why you feel that the 
action reported above in “buying’’ a trade-in 
from the purchaser could be considered a 
subterfuge or an effective circumvention of 
the act. The supplement to Regulation W 
under part No. 3 makes the following state- 
ment: “. . . minus the amount of any allow- 
ance made by the seller for any article 
traded in by the purchaser (including as such 
a trade-in anything which the seller buys 
or arranges to have bought from the pur- 
chaser at or about the time of the purchase 
of the listed article).” 

As we read the above section, it would 
appear to prohibit the seller from “buying” 
a trade-in to provide the purchaser with 
additional cash. Do you not feel that the 
methods reported in your editorial would be 
a direct violation of the act? 

R. L. KNIGHT 


‘MORE SIMPLIFIED AND 
MORE UNDERSTANDABLE’ 


347 S. Stricker St. 


Baltimore, Md. 
Sirs: 


Enclosed please find money order for 
three dollars ($3.00) in payment for Master 
Service Manuals Nos. 2, 3, and 4, Household 
Refrigeration. 

I received Manual No. 1 and I am so 
well pleased with it that I am sending for 
the other numbers, and am interested in any 
air conditioning and refrigeration news. For 
the past four months I have been a student 
of refrigeration and I must admit that your 
Manual is more simplified and more under- 
standable. 

JOHN J. KETTERING 


‘A PITCHFORK FULL OF 
ORCHIDS’ FOR EDITORIAL 


Locker Publications Co. 
1421 Walnut St. 
Des Moines, Iowa 
Editor: 


Please accept from me a liberal pitchfork 
full or orchids for the sentiments in the 
“If You ‘Keep Your Shirt On’ You May Lose 
It” editorial of Oct. 8. As a matter of fact, 
I have been following this editorial page for 
a long time and been afraid all along that 
you were right. There was, as I get it 
from an older generation, very little “business 
as usual” at Atlanta after the Federal troops 
had the city surrounded. Similarly, in spite 
of what we would like to believe, or make 
ourselves believe, there is going to be less 
and less “business as usual” during the next 
24 months. 

Win, lose, or draw at Moscow, Leningrad, 
Tobruk, or Gibraltar; this country is going 
to be beating plowshares into swords for 
some time to come and just as fast as the 
C.I.O. and A.F. of L. will let it move. 

You are entirely right in assuming that 
if we were in the hat rack or doorbell 
business we might as well go out and look 
for another job. Napoleon, you will remem- 
ber, offered a prize of no mean consequence 
in those days for the best solution of the 
problem of how to preserve foods. The result 
of that prize offer was the modern canning 
industry. 

Today, we feel, the refrigeration industry 
makes possible an even better method of 
preserving food than the method which was 
a result of need developed in the Napoleonic 
wars. You are entirely right in saying, 
though, that we have got to see that that 
method’s value is appreciated in the high 
places. Virtue may be its own reward, but 
like you, we prefer to send in our statement. 

Keep it up, we naturally prefer sweet 
milk, but if there is only sour available we'd 
rather have that than go without eating. 


WAYNE CARVER 


V-BELTS TAXABLE 
AS RUBBER ARTICLE 


The B. F. Goodrich Co. 
Akron, Ohio 
Editor: 

We have been reading with considerable 
interest the articles appearing in your news 
paper of the air conditioning and refrigeration 
industry with relation to the 1941 Excise Tax 
and the informal views which have been 
presented. 

The issue of Oct. 8, 1941 was called to 
the writer’s attention by a jobber in one ° 
the large metropolitan centers of this country 
last week. Specifically this had to do with 
the letter directed by L. P. Roth to D. C. Bliss 
Commissioner of Internal Revenue in Was” 
ington and his reply thereto. It sppears - 
this communication, however, that 4 rather 
important item has been overlooked, which 
is causing considerable concern emong the 
jobbing fraternity. That of course is th 
matter of “V” belts. at 

“Vv” belts are subject to a tax under er 
portion of the 1941 Law as a rubber artic “ 
Hence you can appreciate that we feel all 
only fair that this be pointed out specifically 
to your subscribers as being a specific . 


among refrigerator repair parts . a 
covered expressly by another portion 0 . 
h action © 


Law itself. We feel sure that suc 
your part would eliminate a great 
the existing confusion. 
PAUL W. VAN ORDEN, 
Product Sales Manager, 
Belting Depart™ 
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York Men Take 
New Duties 


ANKER WINTHER 


Assistant general sales manager 

of York, he now directs the re- 

cently combined advertising and 
sales promotion department. 


F. C. WOOD 
Comes from Westerlin & Camp- 
bell to head York’s air condi- 
tioning department. 


J. L. ROSENMILLER 
Heads the new accessory equip- 
ment and maintenance depart- 

ment of York. 


Strimple Co. Reorganizes 
To Broaden Ownership 


JANESVILLE, Wis.—The J. A. 
in imple Co. has filed articles of 
to poration to broaden ownership 
0 include George A. Sprackling, who 
. Y Soe vice president and manager 
wi arge of sales; John Grant, who 
o—'.. as treasurer; and Francis 
cet Secretary. The firm sells 

ric refrigerators and ranges as 

Well as hi -ating plants, radios, etc. 
eee, 


Moock Sets Up Separate 


Apparatus Sales Dept. 


CANTON, Ohio—To promote the 
sale of apparatus and_ supplies, 
Moock Electric Supply Co., Westing- 
house distributor with offices here 
and in Akron, Youngstown, and 
Cleveland, is segregating its regular 
merchandise business from appara- 
tus and supplies sales. A. A. Poche 
will manage apparatus and supply 
sales in Canton, Youngstown, and 
Akron, and G. P. MacFarlan con- 
tinues as advertising and sales pro- 
motion manager. 

This separation move necessitated 
several personnel shifts. In Canton, 
H. H. Bream will now handle supply 
and apparatus sales exclusively, with 
C. F. Murphy assisting in both de- 
partments. C. E. Myers has been 
transferred inside to become store 
manager, and A. E. Jarrett has been 
moved to wholesale sales and will 
handle merchandise. 


' In Akron, M. A. Smith has given 
up his merchandise accounts to con- 
centrate on apparatus sales. W. H. 
McFadden, now in wholesale sales, 
will also sell apparatus. R. M. 
Cochran will take over provincial 
merchandise sales in the Akron terri- 
tory, while metropolitan merchandise 
sales will be under D. M. Chriss, 
transferred from Cleveland. 


A. C. Kortz of the Youngstown 
office will be relieved of merchandise 
sales to devote his entire time to 
apparatus and supplies. Another 
man, yet to be selected, will be 
assigned to apparatus and supply 
sales in this area. L. G. Coblentz 
and J. H. Burrell will continue to 
handle merchandise sales in the 
branch. 

In Cleveland, E. H. Hindley, E. M. 
Peake, and G. E. Peiffer still will 
handle merchandise’ sales, while 
Victor record sales will continue 
under B. A. Dean, J. L. Rose, and 
J. B. Plunkett. 


Eckel Appointed Chief 
Of G-E Subcontracting 


SCHENECTADY, N. Y.—Appoint- 
ment of J. F. Eckel as supervisor of 
General Electric’s subcontracting pro- 
gram has been announced by W. R. 
Burrows, G-E vice _ president in 
charge of manufacturing. 

Among the specific responsibilities 
of the subcontracting organization are 
the coordination of G-E’s activity 
with more than 500 active sub- 
contractors, finding and investigating 
the qualifications of additional sub- 
contractors, helping subcontractors 
meet requirements, and in some 
cases helping them obtain engineer- 
ing and executive talent, tools, and 
materials. 


Mr. Eckel is well qualified for his © 


new post as_ supervisor of this 
activity, since as coordinator of the 
manufacturing activities of G-E’s 
refrigerator department one of his 


- responsibilities was the subcontract- 


ing of refrigerator parts. 


Lewis Succeeds Hoeffler at 
Kelvinator In N. Y. 


NEW YORK CITY—Paul Lewis, 
eastern regional sales manager for 
Kelvinator, has been named to take 
over the duties formerly handled by 
Ray Hoeffler, for several years house- 
hold sales manager for the company’s 
New York branch, who has resigned. 


Nowell Added By Quinn 


Furniture Co. 


DUNN, S. C.—T. E. Nowell, former 
automobile salesman in Raleigh, 
N. C., is the latest addition to the 
sales force of Quinn Furniture Co., 
electrical appliance dealership here. 


American-made trucks, most of which 
have their own “life lines’— gas 
lines, oil lines, hydraulic brake tubes 
and other tubing parts — by Bundy. 


AME if you can a single industry manufacturing 
N machines which is not a user of Bundy tubing. 
Think of machines for transportation — automobiles, 
trucks, tractors, buses. Or equipment for the home — 
refrigerators, ranges, furnaces. Or great machine tools 
for manufacturers to use in making other machines. 


In defense, too, Bundy tubing is widely and vitally 
and half-tracs and 


represented. In tanks and “jeeps” 


dozens of other mechanized army units. In the gasoline 
storage cans which provide the life blood for modern 
machine warfare. And even in cook stoves, bakery ovens, 


FAMOUS LIFE L 


THE BURMA ROAD, life line 
of strife-torn China, carries sup- 
plies across the mountains to 
Chungking in thousands of 


Wide World 


water heaters - water coolers used in Army camps. 


For wherever hydraulic pressures must be transmitted, 
or lubricants, fuel and refrigerants carried, there you 
will find Bundy tubing accepted as standard because 
of its strength, its ductility, its resistance to vibration 
fatigue, and the ease with which it may be fabricated. 


Bundy tubing is furnished in commercial lengths, or ere 
if you wish, in completely fabricated parts, all ready to bad 
assemble into the finished product. If you use tubing 
within the range of Bundy’s sizes, Bundy’s complete 
story will interest you. Bundy Tubing Co., Detroit. 


SS 
PAN 


THIS AUTOMATIC 
WELDER’S hydraulic 
tubes, life lines of de- 
pendable operation, are 
Bundyweld steel tubing, widely 
used in the machine tool industry con 
wherever hydraulic pressure or ae 
lubricants must be transmitted. 


- 


TUBING 


YOUR 


EXPECTATIONS 


a 


BUNDYWELD double-walled steel tubing, 
hydrogen-brazed, copper-coated inside 
and outside. From Capillary sizes up to 
and including ye" O. D. This double- 
walled type is also available in steel, 
ti ted on the ide, and in Monel. 


BUNDY ELECTRIC WELD steel 
tubing. Single-walled — butt 
welded — annealed. Also fur- 
nished tin-coated outside if 
desired. Available in sizes up 
to and including 5%" O. D. 


BUNDY ‘‘ TRIPLE-PURPOSE’’ MONEL 
tubing. Double-walled, rolled from two 
strips, joints opposite, welded into a solid 
wall. Available in all Monel, Monel inside 
—steel outside, and Monel outside —steel 
inside. Sizes up to and including 5g" 0. D. 


Frigidaire Shifts Personnel to New 


Supervisory Posts 


DAYTON, Ohio—New appoint- 
ments in manufacturing supervisory 
positions in Frigidaire and Aeroprod- 
ucts divisions of General Motors in 
Dayton were announced recently. 

George R. Auld, superintendent of 
the Frigidaire ordnance plant, be- 
comes works manager at the Aero- 
products division at Vandalia, Ohio. 
He will supervise production of air- 
plane propellers. He had been with 
Frigidaire since 1928. 

W. E. Kreitzer, who has been in 
charge of the material control divi- 
sion of the Frigidaire ordnance plant, 
will become manager of purchasing 
and material control at Aeroproducts. 
Mr. Kreitzer joined Frigidaire in 
1917. 

Succeeding Mr. Auld as general 
superintendent of the Frigidaire 
ordnance plant is Carl N. Bogan, 
formerly assistant superintendent in 
charge of processing, maintenance, 


in Defense Work 


and tools at the Moraine plant. He 
has been with Frigidaire since 1926. 

J. C. Pennington, a _ long-time 
Frigidaire employe, has been made 
superintendent in charge of ordnance 
plant processing, maintenance, and 
tools. Theodore L. Pantz, another 
long-time Frigidaire employe, was 
promoted to the post of superin- 
tendent in charge of processing, 
maintenance, and tools in_ the 
Moraine City plant. 

Named superintendent of Frigid- 
aire’s propeller parts plant which is 
now being built at Moraine City was 
L. G. Hahn, formerly assistant super- 
intendent of production in_ the 
Moraine refrigerator plant. E. H. 
Allen, formerly supervisor of unit 
machines at the Frigidaire Moraine 
City plant, was advanced to the post 
of superintendent of production of the 
new Frigidaire propeller parts plant. 

H. K. Bentz, supervisor of manu- 


facturing processes at the Frigidaire 
No. 1 plant, was made superintendent 
of processing, maintenance, and tools 
at that plant. G. W. Hughes, senior 
foreman in the tool design depart- 
ment at Frigidaire plant No. 1, is 
now tool supervisor for the new 
propeller production unit. H. A. 
Klepinger, formerly in the inspection 
division of the Moraine City refrig- 
erator plant, was made chief inspec- 
tor of the Frigidaire propeller plant. 


Cash Directs Penn 
Sales Promotion 


GOSHEN, Ind.—Appointment of 
K. W. Cash as sales promotion man- 
ager of Penn Electric Switch Co. is 
announced by R. H. Luscombe, sales 
manager. Mr. Cash formerly was 
advertising manager. 

In other personnel changes, J. R. 
Netedu, formerly assistant advertis- } ewe 
ing manager of Fairbanks, Morse & : ” 
Co., Chicago, has been named adver- 
tising manager, and E. M. Ford has 
been made his assistant. 


- yas U.S. PAT. OFF 


Preferred METHYL CHLORIDE. 


SERVICE MEN profit 
through du Pont’s Research 
and Technical Assistance : 


for Serice Work 


E ‘ou P PONT DE Nemours & Co. ( | 


Wilmington, 


REG. uy. 5. Pat. OFF 
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Prefabricated Branch 
. Locker Plant Can Be 
Erected Anywhere 


CHICAGO — A _ portable branch 
locker plant of prefabricated con- 
struction that can be installed in any 
existing building or on any vacant 
lot has been introduced by Met-L- 
Wood Corp. 

These plants are simply holding 
plants, not processing plants. They 
consist of a locker room only, and 
have no other facilities. 

A 2-hp. air-cooled compressor 
located in the vestibule is used in 
connection with 10 Dole cold plates 
of the 1 x 4-foot size suspended 
directly over the single aisle between 
the tiers of lockers. 

The building itself is constructed 
of sealed panels combining dead air 
space and reflective insulation with 
Phenol resin plywood to form a box 
girder. Floor panels are finished 
with %-inch plywood on the top 
side, and are said to be able to with- 
stand a live load of 360 pounds per 
square inch. 

The entire structure weighs ap- 
proximately 6,000 pounds. 


New Palco Weel Book 
Features Locker Plants 


SAN FRANCISCO—A new 20- 


‘~ page promotion booklet on the use 


_Of Palco Wool insulation and Red- 
wood lumber in frozen food locker 


* storage plants, profusely illustrated 


with exterior and interior views of 
plants in which these materials have 
been employed, has been published 
by Pacific Lumber Co. 

The introduction stresses the im- 
portance of frozen food locker plants 
as a factor in national security and 
defense, and points to the fact that 
Palco Wool insulated plants now 
protect frozen foods valued in excess 
of $10,000,000, with a yearly turn- 
over of $25,000,000. 

Photographs are used to portray 
every phase of locker plant opera- 
tion, and brief descriptive is at- 
tached. 

Remainder of the book is devoted 
to Palco Wool testimonials and a 
list of some of the plants in 31 states 
and Canada which are insulated with 
this material. 


Palmer Sells -Wisconsin 


Locker Plant Chain 


. WAUKESHA, Wis.—After more 
than two years of successful opera- 
tion of its main plant here and of 
its branch plants at Dousman, Muk- 
wonago, Muskego, and Hartland, 
Wis., Palmer Frozen Foods has sold 
its interests in all these plants to 
J. Pettijohn of Chicago, according to 
J. Frederick Palmer, president of 
Palmer Products, Inc., of which 
Palmer Frozen Foods was a sub- 
sidiary. 

Mr. Palmer, however, will retain 
his position of technical advisor for 
the new owner and operator. Plans 
call for the continued expansion of 
the branch plant system as soon as 
the need for new links in the chain 
becomes apparent. The name of the 
company will remain unchanged, 
despite the new ownership. 


Plant Plans To Freeze 
Berries, Store Coats 


BLACK RIVER FALLS, Wis.— 
Simon C. Olson, former bakery owner 
here, has opened a complete-service 
frozen food locker plant. Housed in 
a modern concrete structure, the 
plant will have 100 lockers to start, 
with room for addition of 300 more. 
York refrigeration equipment was 
used. 

The plant is located in one of 
Wisconsin’s outstanding cranberry 
producing areas, and Mr. Olson plans 
to promote the use of the plant for 
the freezing and storage of this 


product. 
An added feature is a fur coat 
storage service during summer 


months. Coats are stored in a steel 
“strong box” at a charge of $1 for 
four to six months. 


Locker Promotion Uses 
Questions & Answers 


MARION, Ill.—Several columns of 
questions and answers in “The 
Marion Post” on frozen foods and 
locker plant operation were used to 
arouse interest in the frozen food 
locker plant operated here by Feurer 
Bros. market. Main points about 
locker plant operation and use. were 
discussed and analyzed. 


There’s No Substitute 
For KNOWING HOW! 


When 


MASTER turns out a Locker for food 


storage plants, Mister - - - you’ve got something! 


Knowledge and experience can only be gained by devoting 


the entire resources of men and machinery to the develop- 


ment and production of a single line of products which in 


our case is Food Storage Lockers for Locker Plants. 
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Masterbuilt 
Lockers Are Tops 


No matter which of the several 
types of Masterbuilt completely 
individual food storage lockers you 
purchase, you can be sure of getting 
the best in quality as well as a 
locker that will meet your every 
need and requirement. Illustrated 
is the SAF-T-LOC and “2 in 1” 


Convertible. 


Write for full particulars 


on our. full line of lockers. Find 
out where Master excels and why it 
is the best buy for you. 


Master’ products are 
endorsed by and sold only 
through distributors of 
refrigeration and insulation. 


MASTER REFRIGERATED LOCKER SYSTEMS, Inc. 
Sioux City, Iowa 


121 Main St. 
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Locker Plant 
Briefs 


WYOMING, ILL. : 


WYOMING, Ill—A 6% dividend 
has been declared on preferred stock 
of Stark Locker Service, applying to 
stock of record up to June 30, 1940, 
and dividend check will be distributed 
shortly on all certificates issued be- 
fore June 1, 1940. This action was 
taken by the company’s board of 
directors at their annual meeting 
Oct. 7. Glenn Steward of Bradford, 
Ill. is president and L. D. Ioder of 
Bradford is secretary of the com- 


pany. 


EFFINGHAM, ILL. 


EFFINGHAM, Ill. — More than 
200 families have signed up to rent 
lockers in the proposed plant to be 
opened in this vicinity. A sample 
tier of lockers has been on display 
in the Farm Bureau office, and 
Farm Advisor Clinton S. Cutright 
has been explaining locker plant 
service to all interested parties. 

Plans for a locker plant submitted 
by Clyde Martin have been accepted. 
It is expected that 200 lockers will 
be available by Thanksgiving Day. 
Provisions will be made for addition 
of another 100 lockers if needed. 


PIERZ, MINN. 


PIERZ, Minn.—Phil J. Thielen has 
opened a frozen food locker plant in 
conjunction with his store here. 


CONGER, MINN. 


CONGER, Minn.—Ray Bohoneck, 
local butcher, plans to build a locker 
plant next to his meat market here. 


SYCAMORE, ILL. 


SYCAMORE, Ill.—DeKalb County 
Locker Service, managed by A. E. 
Kiefer, plans erection of a locker 
plant here to be completed by the 
first of the year. The plant will 
house 480 lockers in a new 36 x 48- 
foot building. The DeKalb firm oper- 
ates a 500-locker plant in that city. 


CLAYTON, ILL. 


CLAYTON, Ill.—Edgar J. Ruff of 
Quincy, Ill. plans to build and oper- 
ate a locker plant here. 


AFTON, IOWA 


AFTON, Iowa—Clifford Ruckman 
is manager of the new locker plant 
built here by the Farmers’ Coopera- 
tive. 


LEBANON, KY. 


LEBANON, Ky.—Proposed plans 
for establishment of a locker plant 
here were discussed at a recent meet- 
ing held under the auspices of the 
Marion County Farm Bureau. County 
Agent G. H. Karnes is among those 
working on the plan. 


LINTON, N. D. 


LINTON, N. D.—Geo. Decker & 
Son, owner of the Blue & White 
Store here, is now operating its 
new frozen food locker plant in con- 
nection with the store. 


SPARTA, WIS. 


SPARTA, Wis.—M. P. Foss & 
Son has taken over the frozen food 
locker plant here. 


© work. 
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Mills Condensing Units 
By Mills Novelty Company 
4100 Fullerton Ave., Chicago, Ill. | 
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Test Cooler Proves Successfu/ 


Above is the latest type of 
portable’ refrigerating unit 
developed for American Pre- 
cooling Corp. for use in pre- 
cooling freight cars as well 
as other types of cooling. 
Note that compressor, motor, 
evaporative condenser, _ re- 
ceiver, and connections are 
all mounted together. 


At right is an earlier type 
of unit showing cooling coils, 
canvass “ducts,” and drives 
for the fans and water pump. 


Truck-Mounted Refr 


igeration Unit Used 


For Cooling Fruit—And Movie Studio 


WEST LOS ANGELES, Calif— 
Successful operation of an experi- 
mental portable refrigeration unit 
equipped with a high-speed multi- 
cylinder compressor during the past 
two years has resulted in orders for 
two more similar machines from the 
General American Precooling Corp., 
which does extensive work in pre- 
cooling and storing fruit, both in 
California and in Florida, as well as 
intermediate points. 

Prior to the experimental unit, the 


portable trailer precooling truck 
employed slow’ speed  2-cylinder 
machines. For the test unit a 21-ton 


6-cylinder Frick ammonia compres- 
sor, Size 314 by 3 inches, was selected. 
It was driven by a Butane-burning 
engine, connected to the compressor 
through V-belts. 

Mounted with the unit was an 
evaporative condenser, as well as the 
cooling coils and fan through which 
the air from the fruit cars was cir- 
culated. An extension on the engine 
shaft connected with the V-belts 
driving the fans of the condenser and 
air cooler; while another belt oper- 
ated the water pump. 


VARIETY OF USES 


Following a season’s work in pre- 
cooling fruit, the experimental trailer 
unit was used for cooling a sound 
stage in Paramount’s Los Angeles 
studios. 

The two new units ordered by the 
precooling company will be driven by 
electric motors instead of gas 
engines. They are to be used prin- 
cipally for temporary cold storage 
The compressor and evapo- 
rative condenser are mounted to- 
gether on a channel-iron base, with a 
welded frame extending above. The 
two-grooved motor pulley drives the 
condenser fan and centrifugal water 
pump supplying the condenser, com- 


pressor water jacket, and the Flexo- 
Seal. 

Cooling unit has vertical spine type 
coils, with the fan at the top. Air 
is drawn through the coils and dis- 
charged by the fan into the room. 
Flexible hoses connect the condensing 
unit to the cooling coils. Canvass 
“ductwork” delivers cooled air from 
the unit to the space to be refrig- 
erated. 

The unit is automatic in operation. 
If the water pressure varies in 
either the condenser or Flexo-Seal, 
or if the ammonia pressure gets too 
high or too low, the motor is stopped, 
and has to be restarted manually. 


Downingtown Iron Works 


Will Make Equipment 
For Heat Transfer 


DOWNINGTOWN, Pa. — Cooling, 
heating, and condensing equipment 
will be manufactured by the newly 
formed heat transfer division of 
Downingtown Iron Works, long 4 
fabricator of steel and alloy plate 
tanks and other equipment for 
process industries. 

Products to be made include re 
frigerating condensers, tank type 
water coolers, shell and tube coolers 
for “Freon” and ammonia, and suc 
tion line heat exchangers for large 
tonnage work. P 

Manager of the new division 18 
R. M. Armstrong, who is in charge 
of design and sales. F. J. O'Sullivan 


will assist Mr. Armstrong. Dr. T. H. 
Nelson, Downingtown’s consulting 
metallurgist, will collaborate © 


special problems. . 
A separate building wi!! house 
new division of the company. 


Bigger Profits with A-S-E Unit Lockers 


You really have something to talk about when you sell a line lik 
A-S-E Froz-n-Food UNIT Lockers. Easy first enaees “64 euspenagic 
repeat purchases! Hundreds of dealers are cashing-in with this 


highly profitable line. 


You're backed by a powerful advertising campaign, customer- 
convincing features and strong selling aids. Send today for com- 


plete facts. There is no obligation. 


SOLD ONLY THROUGH DEALERS 


ALL-STEEL-EQUIP COMPANY 


110 KENSINGTON AVE. + 


SOMETHING 
70 TALK ABOUT 


AURORA, ILL. 
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(ommutators and Armature Windings In Direct 
(urrent Motors Described In This Instalment 


Of New Series of Articles For the Serviceman 


Direct Current 
Motors (Cont.) 


Editor’s Note: This is the sec- 
ond instalment in a series of 
articles on electric motors written 
for the refrigeration and air con- 
ditioning service man. It is the 
aim of the author, R. A. Fuller of 
Genera! Electric Co., to give in 
simple terms a description of 
direct current, polyphase, and 
single-phase motors, and then dis- 
cuss installation, maintenance, and 
servicing problems. 

The first section is devoted to 
fundamentals and construction of 
direct current motors. 


By R. A. Fuller, 


Engineering Dept., 
Electric Co. 


industrial 
General 


Commutators 


In actual practice the brushes 
make contact with copper segments 
that are connected to the winding as 
represented in Fig. 5. These com- 
mutator segments are assembled 
together, with insulating spacers 
between them, at the end of the 
wound core as shown in Fig. 6. They 
usually are assembled in the form 
of a cylinder, as shown, with the 
brushes rubbing on the outside sur- 
face of the cylinder. 


Armature Windings 


The ring winding construction is 
mechanically complicated and expen- 
sive. The rotating part, known as 
the rotor or armature, is therefore 
usually made as a cylinder of iron 
wih slots in the surface of the 
cylinder as shown in Fig. 6. The 
windings are inserted in these slots 
and connected to the commutator 
segments. Instead of a commutator 
segment for every turn in the arma- 
ture winding there are several turns 
between one segment and the next. 

The windings for these armatures 
are somewhat complicated. Their 
purpose, however, is simple—that, 
with the brushes and commutator; 
they will maintain the magnetic 
polarity of the armature as described 
for Fig. 4. (See Oct 22 issue of 
News.) This is accomplished by so 
arranging the winding that the cur- 
rent is always flowing in the same 
direction in all wires, located between 
one brush and the next one, as you 
Progress clockwise around the arma- 
ture. After passing the next brush 
the current is always flowing in the 
opposite direction in all wires. 

The armature windings are in- 
sulated from the iron by heavy paper 
or fiber insulation. The windings are 
held in the slots by fibers or treated 
wooden wedges. Cord or other types 
of bands are often put around the 
Winding, particularly near the con- 
nections to the commutator, to pre- 
vent the wire from flying out due to 
centrifugal force. 

_ Insulation between adjacent wires 
8 provided by the insulation on 
€ wires themselves. However, the 
forces on the wires cause them to 
th on each other and may thus 
ultimately cause a short circuit. To 
‘void this condition the armature, 
after it is wound, is dipped in varnish 
and baked so that the winding 
“sentially becomes one solid mass. 
wae types of wire insulation have 
prowl developed that are very re- 
a. to abrasion. In some small 
~" it has, therefore, become pos- 
treat to omit this dip and bake 
— As a general practice 
r repair work should include 
then eee and baking treatment 
€ motor is rewound. 


Dacy Adds Serviceman 
And Another Truck 


“SHEVILLE, N. C.—Dacy Electric 
pee _ Kelvinator dealership owned 
add © ppomgaa by Kenneth Dacy, has 
man Sees additional full-time service 

a d another new truck, as well 
800d stock of refrigerator 
Mr. Dacy claims his firm is 


NOW eor: 
¥ quipped to handle any kind of 
ce work, 
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— eas 


@ 
Fig. 6—Armature For a Direct Current Motor 


Fe 


Fig. 6—Note that some of the leads from the windings of the armature 


are connected to the commutator. 


the armature for each segment of the commutator. 


There are several turns of wire on 


Fig. 5—Brush Arrangement 


Fig. 5—In actual practice the 

brushes (at right and left) make 

contact with copper segments 

connected to the winding of the 

iron ring which serves as a 

“movable magnet” or armature 
of the motor. 


Aluminum Co. To Build 
New Blooming Mili 


MASSENA, N. Y.—Aluminum Co. 
of America soon will begin construc- 
tion of a $15,000,000 blooming mill 
here, reports Raymond Whitzel, local 
plant superintendent. The addition, 
he said, will make the Massena 
facilities the most extensive in the 
corporation’s forging program. The 
new operations are expected to 
double, at least, the company’s out- 
put here, with the total by next 
summer likely to reach a rate of 
300,000,000 pounds a year. Cur- 
rently the reduction and fabricating 
plant turns out 120,000,000 pounds 
annually. 


NORFOLK, Va.—The refrigeration 
dealer or service contractor hasn’t 
really a great deal to do with 
priorities and priority forms, but he 
must pass along as much information 
as he can obtain in order to protect 
his supplier, points out J. F. 
Boyenton, the Noland Co., refrigera- 
tion supply and parts wholesaler 
with many branches throughout the 
South. 

“Orders which go on direct de- 
fense work, Army and Navy orders— 
of which we have a considerable 
amount in the Norfolk area—usually 
call for the form PD-3,” explained 
Mr. Boyenton. 

“When a dealer or installation con- 
tractor tells us that he has a job of 
this nature we ask him to get a 
PD-3 from the prime contractor on 
the job, or the buyer if sold direct. 

“On our copy of this form we ask 
for the buyer’s order number and the 
date of the order. 

“We fill in the amount of material 
that the order calls for, and any 
other information required from us, 
and then keep one of the duplicate 
copies of the PD-3 form. 

“The dealer or installation con- 
tractor does not, however, keep a 
copy of this form. All he has to do 
is to see that we get it.” 

When a contractor or serviceman 
says that he needs materials or sup- 
plies to fill an order that comes under 
Preference Rating order No. P-22 
granting an A-10 priority for repair 
and maintenance parts as defined in 
the order, Mr. Boyenton requests a 
letter from the contractor or service- 
man which says in effect: 

“Purchase order No. —— for re- 
pair or emergency inventory carries 
an A-10 preference rating under 
Preference Rating Order No. P-22.” 

This letter is then attached to the 
order. 

All invoices of the Noland Co. 
refrigeration department carry an in- 
dication as to whether the business 
written up is 

(1) Defense 

(2) Non-defense 

(3) Maintenance and repair. 

Then from these invoices the cen- 
tral office of the Noland Co. deter- 


Servicemen Must Be Able To Give 
Jobber Data For Priorities Forms 
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mines accurately just what per cent 
of all of its business of all depart- 
ments and all branches is defense 
business. Then this figure is sup- 
plied to the manufacturers supply- 
ing Noland on form PD-25C for their 
use in obtaining materials under the 
Defense Supplies Rating plan. 

“Thus it is clear that while the 
dealer or serviceman need not bother 
a great deal with priority forms in 
themselves, they must be ready to 
supply needed information to their 
suppliers so that a steady flow of 
supplies can be assured.” 

Mr. Boyenton thinks that firms 
doing servicing of railroad car air 
conditioning systems would do well 
to check into Preference Rating 
order No. P-46 which gives an A-10 
rating for repair and maintenance of 
equipment used by utilities and 
carriers. 

Mr. Noland believes this order can 
be made applicable to railway car 
cooling systems. 


Conditioning Firm, Pipe 
Organ Co. Collaborate 


ST. LOUIS—As a result of a 
chance meeting in the St. Louis 
office of the Office of Production 
Management, a pipe organ company 
and a manufacturer of air condition- 
ing machines are planning to collabo- 
rate in making iceboxes for the Navy. 
Theodore N. Lindquist, secretary- 
treasurer and plant manager of 
Kold-Aire Mfg. Co., and George 
White, assistant engineer for Kilgen 
Organ Co., were among the business 
men who visited the OPM Division 
of Contract Distribution office in the 
Federal Reserve Bank Building. 

The Navy, they learned, needs 
wooden iceboxes with metal linings 
for some of its new _ warships. 
Neither firm could have made them 
alone, but after White and Lindquist 
had been introduced by an OPM 
engineer they found that the air con- 
ditioning firm could make the metal 
linings, while the organ company 
was equipped to make the wooden 
parts. ary 
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He Uses His Head— 


A ‘Screwy Idea’ Saves the Day When 


Serviceman Can’t 


Bradenton, Fla. 
Editor: 

Recently I wrote you a letter and 
you printed it, not only that, you 
invited me to write again. So don’t 
blame me. 

A few days ago I was called to 
service an instantaneous water cool- 
er. I found a cracked flare at the 
machine and all the “Freon” gone. 
Upon replacing the ‘Freon’ the 
cooler started flooding and nothing 
could help it. Nearest parts were in 
Detroit. So I informed the manager 
I would cut it off until I could get 
the parts. Then the crying really 
started. Although they had three 
draft arms on another cooler only a 
few feet from the one out of com- 
mission, they must have that particu- 
lar cooler even if I had to swap them. 

I didn’t have time to make the 
swap and besides, I was too tired to 
care. So I recalled the statement of 
a man I used to be associated with. 
Namely, “If you have a problem, no 
matter what it is, Pool will have an 
idea. It may be a screwy idea, but 
he will have one.’’ So I decided to 
have an idea. The cooler contained 
a float valve on the inlet side. On 
the outlet side is a constant pressure 
valve set at about 30 lbs. Well, I 
knew it wouldn’t work, but I con- 
nected a new “Freon” %-ton Detroit 
thermostatic expansion valve _be- 
tween the liquid line and the float 
valve inlet. Then connected the 
thermal bulb to the outlet side of 
the constant pressure valve. 

Making a check call the next day, 
I was informed that the cooler was 
doing a nice job. Inspection showed 
that absent oil had returned to the 
compressor and no more flood back 
in evidence. I don’t kid myself that 
the cooler is efficient, but it is work- 
ing, the customer is satisfied, and I 
will get the parts some day, I hope. 
They are brass and steel. Both have 
evaporated from this neighborhood. 

In closing I might add that after 
reading some of the articles about 
how some service companies operate, 
I sometimes wonder. I am located 
in a town or community of about 
ten thousand for county population. 


Get Repair Parts 


I am an independent service man and 
have been for years. I not only have 
to manage every detail from start 
to finish, besides doing the work. 
There is only one of me. But in a 
position such as I enjoy (7?) cus- 
tomers expect and I must be ready 
to shoot and remedy any kind of 
trouble in any electrical appliance 
you can find in any home. From 
the electric clock to a 10-ton air 
conditioning plant which I keep in 
trim. 
A. R. POOL 


Allocations Necessary, 
Nelson Tells Senate 


WASHINGTON, D. C.—A system 
of allocating materials for the Army, 
Navy, and essential civilian uses 
must be substituted for the present 
system of preference ratings in order 
to keep priorities, the heart of the 
defense program, from “breaking 
down again,’ Donald M. Nelson, OPM 
Priorities Director and Executive 
Director of the Supply, Priorities and 
Allocations Board declared recently 
before a special Senate committee 
investigating national defense. 

SPAB has committed itself to a 
two-price system to increase supplies 
of critical materials, Mr. Nelson 
revealed. Under this program the 
government itself will pay the pre- 
mium price to submarginal producers 
in order to obtain their output. 

Specifically, Mr. Nelson said that 
the Lease-Lend Administration would 
buy Michigan and other high-cost 
copper at prices above the maximum 
fixed by Leon Henderson, Federal 
Price Administrator. 

Mr. Nelson also told of plans to 
create within the OPM Priorities 
Division a special board of appeals, 
headed by “an outstanding public 
character whose fairness is acknowl- 
edged by all,” to pass on charges of 
discrimination among manufacturers 
in the allocation of materials. 

Special efforts will be made to 
keep small business going, he said. 
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COMMERCIAL 
REFRIGERATION 


BUSINESS NEWS PUBLISHING CO 
rt 


Puvishe * AIR CONDITIONING & 
REF RIOERATION NEWS Detrout, uUsA 


BY K. M. NEWCUM 


ferring refrigerants. 96 pages. 


flooded systems. 108 pages. 


modern types. 
ture controls. 


overload relays. 144 pages. 


minimum extra charge 


Business News Publishing Co. 
5229 Cass Ave., Detroit, Mich. 


0 Manual No. C-1 


Of practical help 
in your daily 
service work 


This series of Commercial 
Manuals 
solving the problems the service man 
encounters every day. These books 
have proved to be highly popular 
with both beginners and experienced 
service men. 


MANUAL NO. C-1—The theory and principles of refrigeration presented 
in a more complete manner than in household manuals. 
refrigerants, including effect on lubricating oils. 
cylinders, valves, and safety devices. 
Price $1.00. 


MANUAL NO. C-2—Installation and service methods. 
mation on commercial condensing units and their component parts. 
Water regulating valves, both electric and pressure-actuated types. 


Flooded evaporators and low side float valves. 
Price $1.00. 


MANUAL NO. C-3—Installation and service methods continued. 
Chapters on expansion evaporators, including blower units and all 
Thermostatic expansion valves. 
Refrigerant control valves. 
Price $1.00. 


Note: On books shipped outside the United States, 
is 50 cents per package. 
Up to six $1.00 books may be shipped in one package. 


Order from your jobber or use this coupon today! 


Please send me the books checked. [] Enclosed is §.......... [] Send C.O.D. 
0 Manual No. C-2 
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Service 


is of practical help in 


Properties of 
Types of refrigerant 
Methods of drying and trans- 


Detailed infor- 


Two-temperature 


Pressure and tempera- 
Electric motors, starters, 


© Manual No. C-3 
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Model 153 
Water-cooled 
Machine 


Brunner Refrigerating and Air Condition- 
ing equipment comprises air and water 
cooled condensing units for practically 
all types of commercial applications up 
to and including 25 tons of refrigeration. 
Catalog promptly on request. Brunner 
Manufacturing Co., Utica, N. Y., U. S. A. 


BRUNNER 


FOR YEARS THE SYMBOL OF QUALITY 


U. S. 
GOVERNMENT 


Filtrine 


Cafeteria Coolers 
Filtrine Mfg. Co., Brooklyn 


BUY 


ACME 


AMMONIA CONDENSERS 
yackSON ACME INDUSTRIES micu. 


MUELLER BRASS CO. 
Port Huron, Mich. 
TRIPLE SEAL DIAPHRAGM 
VALVE 
Longer Diaphragm Life 


Positive Sealing at Three 
Essential Points 


Specify PENN 


Automatic Controls and Switches 
_ Recognized Reliability _ 
ss Write for Catalog 

PENN ELECTRIC SWITCH | 

GOSHEN, INDIANA 


CURTIS 


Established 
r REFRIGERATION 


AIR CONDITIONING 
ewe COMMERCIAL 


Curtis Refrigerating Machine Division 


of Curtis Manufacturing Company 
1912 Kienlen Ave. St. Louis, Mo. 


3 CATALOGS IN 1 
FRIGIDAIRE - KELVINATOR - NORGE - G-E 
Complete Line Refrigeration Parts - Tools - Supplies 
WRITE FOR YOUR COPY ON YOUR LETTERHEAD — 


SERVICE PARTS CO. 


MELROSE PARK, ILLINOIS 


FINNED TUBE 
PRODUCTS 


WARTEORO, COWN. 


Bush 


Co. 


DRYERS 


THAT BEAR 


fo hie a 


Jobbers Order 25,000 Petitions to 


Get Nationwide 


Drive Underway 


WHEREAS, food must be preserved until consumed, 

WHEREAS, there is in operation throughout our 
country an estimated $5,000,000,000 worth of 
and 9! i at retail value 
and an estimated $400,000,000 worth of air conditioning, 

WHEREAS, this equipment is our basic means of 
preserving, transporting, p jing, and g 
the perishable foods of our country, 

WHEREAS, the air conditioning installations in 
operation are essential to the habitation of the buildings 
in which they are at present installed, and 

WHEREAS, the cost of the actual steel, brass, 
copper, zinc, nickel, rubber, and other restricted metals 
for the maintenance of all of the domestic and 
commercial refrigeration and air conditioning equipment 
does not cost more than an estimated $1.00 per year per 
thousand dollars worth of to be 


WHEREAS, food for the American public must be 
prese: in the v: ef production and 
distribution until it is consumed, and 

WHEREAS, the refrigeration industry is in 
the business of installing and maintaining ref: 
systems in various food storages located in food 
distribution system, and 

WHEREAS, it is a necessity cerollary to this 
business that adequate stocks of supplies and equipment 
are necessary; 

NOW, THEREFORE, BE IT RESOLVED, that the 
undersigned respectfully petition the Office of Production 
priority rating for the procurement of required 
for the following purposes: 


of obsolete equipment. 


BE IT RESOLVED, that the 
petition the Office of Pi 
refrigeration industry be classified vital to 
defense of our country and be given an A-3 rating so 
that this equipment may be maintained and so that 
adequate stocks of parts may be secured 


ion Management that the 
as the 


bey o: of existing systems to take care of 
ood 


Systems for new food establishments required by 
the relocation of population due to defense. 


NAME 


BUSINESS 


Jobbers throughout the United States are giving wholehearted 
cooperation in the petition movement of the Jobber-Service Man Section 
of the Temporary Educational Committee of Refrigeration Distributors. 


This was indicated this week when more than 25,000 petition blanks 
were ordered from Business News Publishing Co. by jobbing organiza- 
tions in all parts of the country. Re-orders were received from several 
companies indicating that the first group of petitions ordered by these 
companies had been completely filled with signatures. 


Success of this petition movement depends on the push given to it 


by the jobber in his own territory. 


The form of the petition is reproduced again for the benefit of 
those who are not familiar with the movement. 


Additional copies of the petitions are available from Business News 
Publishing Co., 5229 Cass Ave., Detroit, Mich. The cost of these petitions 


is $1.25 per 100 or $10.00 per 1,000. 


given to all orders. 


Immediate attention will be 


HOW THE WASHER 
INDUSTRY DID IT 


H. M. Tower Corp. 
Wholesale Distributors 
209 Water St. 
New Haven, Conn. 
Editor: 

I shall be glad to cooperate in such 
degree as I can re: the apparently 
unfair position the refrigeration in- 
dustry finds itself facing in the 
matter of Defense Priorities; and 
devising ways and means to correct. 

Our firm, H. M. Tower Corp., is a 
distributor for the Leonard Refriger- 
ator division of Nash-Kelvinator Corp. 
these eight years, and President 
George W. Mason, of the latter, tells 
me we do a respectable job. 

It so happens that we are also 
regarded as a responsible distributor 
for Nineteen Hundred Corp. (makers 
of “1900” Whirlpool washers and 
ironers), of which Donald M. Nelson 
is a director; but more important in 
present circumstances for a knowl- 
edge of what it is all about, Mr. 
Nelson is, as you know, vice president 
of Sears, than which there are no 
whicher electric refrigerator purveyors 
to retail purchasers. 

I can’t think of any better Govern- 
ment authority than Don Nelson—a 
swell guy—for verifying, in high 
place, the truth of the proposition 
that an electric refrigerator is one of 
the few indispensable household appli- 
ances that pays for itself in actual 
defense material savings—food. Food 
spoilage is a monumental factor to 
be considered in the proposition. 

Unless memory proves truant, I 
once read a Department of Commerce 
authorized bulletin, a few years ago, 
that averaged the monthly savings 
from food spoilage of a family 
possessing a mechanical household 
refrigerator as $4.00 to $6.00. 

At a general average say of $5.00 
a month, the non-owning refrigerator 
family would in effect, be paying 
$60.00 a year DEFENSE DENIAL 
TAX, if deprived of the right to 
own a refrigerator. 

In the aggregate, it represents a 
sum of money so large and a pile of 
food so gigantic that the food, if 
saved, would be sufficient to keep 
hundreds of thousands of families 
from starvation in the allied coun- 
tries that are lined up against that 
lunatic-genius called Hitler. 

Household washing machines are 
without tax under the new bill effec- 
tive Oct. 1, chiefly because a washing 
machine is recognized in America as 
a necessity in the home of the 
common man—the earner of modest 
wage or salary. Sales statistics back 
up the point. - 

When it comes to _ refrigerators, 
there is now required of the industry 
the aptitude necessary to present the 
realism that surrounds the use of a 
mechanical household refrigerator to- 
day—and get it across—at the real 
“point of sale” of the idea—which is 
at American Boom Town No. 1, 
Washington, D. C. 

What we require in this refriger- 
ator dilemma is keen, foresighted, 
know-how-to-go-about-it efforts, such 
as marked the course of a close 
friend of mine, John A. Hurley, whose 
practically single handed fight-to-the- 
very-end work in behalf of the Ameri- 


can Washing Machine & Ironer Asso- 
ciation, was successful. 

What happened?—this! Almost up 
to the very last moment before pass- 
age of the tax bill signed by the 
President, the Defense Denial Tax on 
washers was in it—but John kept 
hammering away until he won out— 
and saved the washing machine 
manufacturers and washing machine 
users what would have amounted to 
a $10,000,000 DEFENSE DENIAL 
TAX. 

It’s too late to expurgate the 
DEFENSE DENIAL TAX on refrig- 
erators—although that should have 
happened to it—and conceivably could 
have—but it is not too late on mate- 
rial priorities. 

Petitions are good up to a certain 
point but I venture that one sound 
piece of reasoning, to back them up, 
will equal a thousand petitions in 
what it takes. 

Equally true, as in the case of the 
household washing machine, _ the 
household refrigerator is the “poor” 
man’s necessity in more ways than 
one—else why all the refrigerators in 
government housing projects—where 
one has to be a low wage earner to 
qualify for residence therein. 

On the government’s own figures 
that I have quoted, as to savings 
incident to the use of a mechanical 
refrigerator—$50 to $60 per year— 
note the percentage that represents 
the overall earnings of the low 
income groups. 

I have concentrated in this letter 
on an angle that the refrigerator 
industry may well dilate upon to its 
own legitimate interests and those of 
the general public as well. 

With best respects and _ cordial 
regards. 

W. G. MILLER, 
President and Founder 


NEW JERSEY JOBBERS 
JOIN MOVEMENT 


M. Blazer & Son 
173 Market St. 
Passaic, N. J. 
Editor: 

We have received your letter of 
Oct. 17 regarding the circularization 
of petitions to members of Congress, 
together with a copy of the petition 
and a reprint from Air CONDITIONING 
& REFRIGERATION News of Oct. 22. 

We took it upon ourselves upon 
receipt of the above papers to tele- 
phone all of the other jobbers in the 
northern New Jersey area, with a 
view of obtaining simultaneous dis- 
tribution of the petitions; and a meet- 
ing of all jobbers concerned is being 
arranged for the latter part of this 
week. 

These jobbers cover the northern 
New Jersey area which is already 
classified as 100% defense area; and 
temporary arrangements reached indi- 
cate that all jobbers will mail these 
petitions to their customers on the 
same day in the belief that a greater 
impression will be made on the serv- 
ice man receiving the same type of 
petition from several sources on the 
same day. 

Individual orders for these petitions 
have already been mailed to you by 
the various jobbers. It is our belief 
that the reprint of the article from 
the Oct. 22 issue should accompany 


the petition and our own letter. We 
would appreciate it if you would 
immediately mail us 300 petitions and 
300 reprints of the article above men- 
tioned, and we will pay for the re- 
prints at whatever price you may set. 

It is our sincere belief that you 
have taken a forward step and that 
by combined effort, we should be able 
to obtain the necessary Preference 
Rating to continue so essential an 
industry as is the Refrigeration In- 
dustry. 

B. V. BLAzER 


‘SEND 100 PETITIONS’ 


L-S Supply Co. 

401 Vickery Blvd. 

Fort Worth, Tex. 
Editor: 

This is to somewhat belatedly 
acknowledge receipt of your letter of 
Oct. 8, in regard to joining the 
Temporary Educational Committee of 
Refrigeration Distributors, and also 
the sample petitions which came in 
several days ago. 

I will be glad to help in this work 
in any way that I can, and would 
like you to send us 100 of the peti- 
tions so that we can get them started. 

It looks as if all that we can do 
may not be enough to keep the 
industry properly going, so please let 
us know of anything we can do to 
help in this territory in addition to 
the petitions. 

Howarp LEE 


100 TO FRESNO, CALIF. 


Arbell Refrigeration Supplies 
2045 Broadway 
Fresno, Calif. 
Editor: 

Please send us 100 petitions so that 
we can get our dealers and service 
men started signing up their cus- 
tomers at once, also send us 25 
sheets of “Refrigeration Is Essential 
to America’s Health and Efficiency.” 

We will do our best to get as many 
of these signed as possible before 
Nov. 25. 

We believe REFRIGERATION NeEws is 
doing a good job in boosting for the 
refrigeration industry and everyone 
who depends on it’s livelihood for a 
living should get in and pull and also 
push once in a while all the time. 

Cuas. G. BELL 


1,000 TO PITTSBURGH 


William M. Orr Co. 
1228-30 Brighton Rd. 
Pittsburgh, Pa. 
Editor: 

The writer sincerely regrets his 
inability to attend the recent meeting 
held in your office by members of the 
Jobber-Service Man Section of the 
Temporary Educational Committee of 
Refrigeration Distributors. However, 
we are heartily in accord with the 
steps taken, and you may use this 
letter as your authorization to furnish 
us with a thousand copies of the peti- 
tion to be circulated by our service 
men customers. 

If there is any other way that we 
may cooperate, please do not hesitate 
to call upon us. 

WiuiAM M. Orr, 
Mer., Refrigeration Dept. 


100 FOR CHICAGO 


Fred C. Kramer Co. 
212-214 N. Jefferson St. 
Chicago 
Editor: 

Please furnish us with 100 petitions 
so that we may secure names of our 
customers and solicit additional names 
to fill same. 

We, as a part of the refrigeration 
industry, sincerely appreciate your 
efforts in the behalf of the industry. 
We feel that the maintenance of 
refrigeration equipment is very essen- 
tial to the health and morale of the 
population of the United States and 
if at any time we can be of service, 
do not hesitate to call on us. 

J. P. GLass, 
Vice President 


WHY AREN’T THEY 
ESSENTIAL? 


Western Union 
Dallas, Texas 
Editor: 

Why isn’t commercial and house- 
hold refrigeration essential? Sure 
everybody could buy an icebox to 
replace the refrigerator, but when in 
the hell would they get it under the 
present priority setup? That would 
mean larger and new machinery for 
the new ice plants that would have 
to be set up to take care of the 
million or so new iceboxes. Expansion 
of commercial refrigeration is neces- 
sary around defense plants. Food is 
necessary whether in the home or the 
field. Then by all means get it across 
to those fellows. Tell them to get 
down to earth and think. They are 
neglecting the most important thing, 
food for women, children, soldiers, 
and workers. For the life of us we 
cannot see what they are thinking 
about. Or are they thinking? Two 
hundred fifty refrigeration men are 
expressing themselves just exactly 
like this in our territory. They can’t 
all be wrong. 

McBRIEN, 
The Electromotive Corp. 


ties 


200 TO OKLAHOMA cry 


Macklanburg Brass & Copper 
Products, Inc. 
111 N.W. Twenty-Thirg 
Oklahoma City, Okia. 
Editor: 

All refrigeration men in attendan 
at our meeting on Monday, Oct 
were very enthusiastic regarding this 
new move to obtain a better prion; 
rating, and we believe that we 
count on them for their cooperation 

We are attaching our purchac, 
order for 200 petitions and 59 Sheets 
of labels, and know that they will 
be put to the best advantage jp this 
territory. 

We will appreciate your present; 
this material to us as promptly as 
possible in order that we may 
the ball rolling in this territory, 


A. R . Morin 
SPP 


© 


ae 


FREEZING 


FREON 

METHYL CHLORIDE 
SULPHUR DIOXIDE 
AMMONIA, and BRINE 


RECOLD HUMIO sid 
LOW TEMPERAT UR 
EVAPORATURS 


LICENSEES 
IN U.S.A. 


Bush Mfg. Co. 
Nartiord, Conn. PATENTED 
U.S.A. No. 2,219,393 
“Trenton Co. CANADA No. 394208 
Trenton, N. J. NEW ZEALAND No. 62,359 
OTHERS PENDING 
REFRIGERATION ENGINEERING, INC. 
Los Angeles, California, U.S.A, 


Refrigeration Tubes 


+ 


A, 


THE AMERICAN BRASS CO. 
FRENCH SMALL TUBE BRANCH 
General Offices: Waterbury, Conn 


-— WBELTS 


Silent, vibrationless, @ 
pendable, long-lasting. — 
Powerful grip prevents — 
slippage. A nearby die 
tributor carries o com 
plete stock for appliances 
and machines. : 


TRE DAYTON RUBBER 
MFG. CO., DAYTON, OHIO. 


VIBRATION PROOF! 
ALL METAL! 


Permanent Air-Filt 


AIR-MAZE CORP., CLEV 


<AL DDS 


for 
Maximum Efficiency: 
Trouble-Free Performance 


ALCO VALVE CO. ST. EQUIS, M° 


re FZ 


Panels 


ND 


For Information on Motors 
FOR ALL TYPES : 
Air Conditioning an , 
Refrigeration Equipment 
WRITE TO 


° . D 


6441 PLYMOUTH AVE 


ey (4 es 
MEG. COMPANY * GALES#UF 


all other 
2. The 
the mate: 
a rating. 
3. Prod 
do so o1 


PAYMEN 
advertising 
_—_ 


P 


pe 
EMPLOYM 
Service ma 
engineering 
eration en, 
any offer 

OTTTI, 


se. ae a : ‘ df and a ty ag pa “, b ; ss : = ones a ; * : 7 bs ee 4 hy es" Glatieal wi <i az pat , ae , Bs 9a = 7 ark a Mba f A *’ si: : Ee ‘ae era NG ir Co t als Apr P es a aR one 
ee 12 ee 
¥ ae i ag ss aa a cl agi st I Si i pS gc rh el a DO _— 
oe ine For 
as The O ext JoP™ 
: yaa 
, ee. ain 1° 
i vs > attet how nsvP 
5: : le no oe coment 
wat Tspma® : eqications: (Cone 
. Let YF cRIGeRATION Do. pg 
EFRIG hine Cc ; 
GENERAL R erican MOC Wis. pair pl 
Y —, "nc-?° pelom Oe 
| a ee origin® 
4 > = 
yer : 2 pe) cover § 
j Ay fC..." itp / Fd, Replacement ernmen 
Keman ah i ee a abriea 
OM 8 glee eh cece \ P| i 
hil. i. % mee weet ve o| — ADDRESS — cai 
x aes cote Sa L$ erating 
_ ; m DEFROS TING Rigs | we th 
HOM ue | el: gee 
ae 6 example 
Va t0 25 TON w te am p = : 
ra 10N A . onatiectncns ser a ab ie F face 0 
oe OF REFRIGERAT T = a ell | . ye 
it a ry 
ee a . — a i! $ or Oper 
tee eee , k ———— | goer F 
> ae ; tte” | 
ek | ee oie. | This — 
De ieee | eee oer rating. 
wee ae placed n 
plier un 
ee No. 1. | 
. rating i 
ai — <a — sary to 
Reais eB Gee Pe ' the prod 
ee and mai 
eit acim, ina a terms of 
poe cn . The or 
Specification L ; the ratin 
Pian : gee 3s 0) ale obtain a1 
oe EY ee Cle aa Baa — y 
fica a D ependab ee . ho are 
, a eee <| mm in the « 
ar, Ene . _ NN -) P= = (3) ; Er cv, use: 
a 1 maintena 
ES sl 
pd 
on Ss 
wi eS oa eee ie 
ae Me é ¥ ' ; ‘ a 
a ae 
ma ag C L 
oie - I Se 
x S et ¥3 whe Pe ida Je ee ee Con 
: ork. ue 2 \ _ 
Tab ae . = 
%. ce BT word; mi 
3S ee > pagte™ || Bh secutive 
Pe is og 
Tae — V f »zaTEs 1 
a aed Po — word, 
me Ly 7 insertion. 
bee _nanneooanero cena — 4 per wi 
ee ADVERT 
| . fled style. 
a words, oth 
ay ~ count. 
> World's Largest Manufacturer of bbc 
—_ 
| — oy po ‘ | 
- | — 
| . | __ 7 
THIS ADV 
| Fs ang actu 
a Lf uns faith oe a 
- country, 
—a—e— = ae 
are booked 
j 0 {0 commi 
| Specify ALCO Bh inca 
facturers Ww 
a | we say, “7 
= To these . 
a Se A a a ‘sted in g, 
— Servic, 
9 a itting, fin: 
= Aq eanization, 
Sineerj 
— —S partment. “4 
; Manhattan, 
me Bb Modations, ‘ 
headed by 
— ind 
a iz - Pron 
: te 2 tog 1269 
| Waégner Electric —— ton News. 
| rs Lou's mo liana 
| i taeda " EQr 
swine 
= : o ; Low. 
| p | COMMERC nee res tans 
a ' | | i+. 
| sons Ee | | REFRIGERATO® 9 Be 
pvt § | =i World's most sete 124.59 each. 
ae 2 q Gt #8 ee Bie “ capac Went _ 
slit ie. LABE EL | ! 5. fa © ERATOR PI 
es Ask your Jobber — ; ¥e., Phi] 
; | oe a 
Mg 2 DT i - oe Poe pe _— Aye i. ee gee ee = or J P oe x 


D 
E 
F 
R 
ie) 
$ 
T 


AIR CONDITIONING & REFRIGERATION NEWS, OCTOBER 29, 1941 


13 


— 


Amendment to P-22 Rating Order Permits 
Wholesalers to Re-order Equipment Used 


(Concluded from Page 1, Column 5) 
at least for the time being, because 
of administrative difficulties inherent 
in operating a maintenance and re- 
plan in the field, the OPM said 
announcing the extension of the 
original order. 

gThe revised order, however, does 
cover such “Producers” as any gov- 
ernmental unit; companies engaged 
in manufacturing, processing, or 
fabricating, warehousing, wholesal- 

charitable institutions, educa- 
tional institutions, and _ hospitals, 
dinics, and sanitoriums, many of 
which are extensive users of refrig- 
erating equipment. 

Any plant or business qualified to 
use the rating can do so without 
making application for its use. If a 
manufacturer needs a repair part, for 
example, he simply places his repair 
order with a supplier and on the 
face of the order and all copies signs 
the following statement: 

“Material for Maintenance, Repair, 
or Operating Supplies—Rating A-10 
under Preference Rating Order P-22, 
as amended, with the terms of which 
I am familiar.” 


MUST BE ACCEPTED 


This constitutes legal use of the 
rating. And, since the A-10 rating 
denotes a defense need, the order 
placed must be accepted by the sup- 
plier under the terms of Regulation 
No. 1. The supplier may extend the 
rating in the same manner if neces- 
sary to obtain materials going into 
the producer’s order. Suppliers may 
use the rating for their own repair 
and maintenance needs, of course, if 
they are qualified to do so under the 
terms of the order. 

The order emphasizes the fact that 
the rating granted cannot be used to 
obtain anything except maintenance, 
repair, and operating supplies as 
these are defined in the order. 

Certain stipulations are included 
in the order to prevent improper 
use: 
1, Purchase orders for repair, 
maintenance, and operating supplies 
must be made up separately from 
all other orders, if the rating is used. 

2. The rating must not be used if 
the material can be obtained without 
a rating. 

3. Producers using the rating may 
do so only to obtain materials in 


4 


CLASSIFIED 
ADVERTISING 


RATES for “Positions Wanted,” 5¢ per 
word; minimum charge, $2.50. Three 
consecutive insertions, 12%¢ per word; 
minimum charge $6.25. 

RATES for all other classifications, 10¢ 
per word, minimum charge, $5.00 per 
insertion. Three consecutive insertions, 
% per word, minimum charge, $12.50. 
ADVERTISEMENTS set in usual classi- 
fied style. Box addresses count as five 
an Other addresses by actual word 


PAYMENT in advance is required for 
advertising in this column. 
ee 


POSITIONS WANTED 


pe 
EMPLOYMENT wanted by experienced 
pr man, with some experience in 
d ne. Graduate of LCS. refrig- 
a ion engineering course. Will give 
y offer serious consideration. JOHN 
OTTI, 124 Sixth St., Rome, N. Y. 
ee 


FRANCHISES WANTED 


— ADVERTISEMENT is directed to 
ad ere of commercial refrigeration 
faith as, conditioning equipment having 
count and confidence in the future of our 
that = This advertiser fully appreciates 
are "Sher refrigeration manufacturers 
to a to capacity and are not eager 
tional ~~ themselves to substantial addi- 
facturer usiness. Nevertheless, to manu- 
We ga S who ARE thinking of the future, 
. thee Think of the future NOW!” 
ested + SAT aacturers who are inter- 
food ALES, we offer the facilities 
hitting — of a wide awake, hard 
Banizati Nancially responsible sales or- 
on, equipped with a_ splendid 

» Installation and service de- 
Showrooms located in central 
excellent warehouse accom- 
eaded b, and above all, an organization 
Necessfylly individual who has been 
ion “y associated with the refrig- 
Years p, dustry for the past twenty 
ine ine mt replies will be appreciated. 
tion News Air Conditioning & Refrigera- 


EQUIPMENT FOR SALE 


om ar STOCK brand new Westing- 
Valves —_— complete with coils, 
Capac; anual controls, etc. 1 to 2 
DC modi’: AC models $37.50 each. 
a (easily converted to AC) 
rebuilt, Complete stock “as is” or 
Write to refrigerators, also Grunows. 
ERAT OR prices, ASSOCIATED REFRIG- 
Ave, ppy CANT, 3028 W. Hunting Park 
’ Philadelphia, Pa, 


quantities which are not above cer- 
tain 1940 levels as defined in the 
order; provided, however, that the 
Director of Priorities may permit 
larger quantities of materials to be 
ordered and used in proportion to 
any increase in operations over last 
year’s levels. 

Full text of the restrictions on 
deliveries, withdrawals, and inven- 
tory, as required by the order, 
follows: 

“(1) Except as provided in para- 
graph (5), no producer shall,, during 
any calendar quarterly period, accept 
deliveries (whether or not rated pur- 
suant to this Order) of any items of 
material to be used as operating 
supplies or for maintenance or repair 
the aggregate dollar volume of which 
shall exceed 25% of the aggregate 
dollar volume of the withdrawals of 
items of material of the same class 
as carried on the producer’s books 
from stores or inventory during the 
calendar year 1940. 


‘PRACTICAL MINIMUM’ 


(2) “Except as provided in pzara- 
graph (5), no producer shall, at any 
time, accept deliveries (whether or 
not rated pursuant to this Order) of 
any item of material to be used as 
operating supplies or for maintenance 
or repair until the producer’s inven- 
tory and stores of items of material 
of the same class, as carried on the 
producer’s books, have been reduced 
to a practical working minimum. 
Such practical minimum shall in no 
case exceed the aggregate dollar 
volume of items of material of the 
same class, as carried on the pro- 
ducer’s books, in inventory and stores 
on Dec. 31, 1940, or, at the producer’s 
option, at the close of the producer’s 
fiscal year ending during the cal- 
endar year 1940. 

“(3) Except as provided in para- 
graph (5), no producer shall, during 
any calendar quarterly period, make 
withdrawals from stores or inventory 
of any items of material to be used 
as operating supplies or for mainte- 
nance or repair the aggregate dollar 
volume of which shall exceed the 
aggregate dollar volume of the with- 
drawals of such items of material of 
the same class, as carried on the 
producer’s books, during the corre- 
sponding quarter of 1940, or, at the 
producer’s option, 25% of the aggre- 
gate dollar volume of the withdrawals 
of such items of material of the same 
class as carried on the producer’s 
books during the calendar year 1940. 


RE-ORDERS PERMITTED 


“(4) Notwithstanding the provi- 
sions contained in paragraphs (1), 
(2), and (3), a producer may, upon 
application to and with the approval 
of the Director of Priorities, in any 
calendar quarter increase the aggre- 
gate dollar volume of deliveries ac- 
cepted of material for use for mainte- 
nance and repair or as operating 
supplies, withdrawals of material for 
such use, or inventory of material 
for such use over the aggregate 
dollar volume of deliveries, with- 
drawals or inventory of material for 
such uses during the last preceding 
corresponding calendar quarter pro- 
portionately to the increase of the 
volume of goods or services produced 
or rendered by him in such quarters. 

“(5) Restrictions contained in 
paragraphs (1), (2), and (3) shall 
not apply to any producer during any 
calendar quarterly period in which 
the total volume of his purchases or 
withdrawals of material for mainte- 
nance, repairs, and operating sup- 
plies does not exceed $2,500.” 


September Sales Set 
Another Record 


(Concluded from Page 1, Column 1) 
vious high for the month. 

World shipments by 10 members 
of National Electrical Manufacturers 
Association reached 164,936 units 
during September, as compared with 
113,846 in the same month of 1940. 

Nema sales to distributors and 
dealers in the U. S. alone totaled 
153,014 units in September, as com- 
pared with 104,454 in 1940. Ship- 
ments to Canadian and other foreign 
distributors totaled 11,922 units, as 
compared with 9,392 units last year. 

September shipments by Nema 
companies included 117,214 _ 6-ft. 
cabinets, of which 110,663 went to 
distributors and dealers in the U. S. 


Sales By States 


September Household Sales By 11 Nema 
Manufacturers Total 164,539 Units 


States and Household Low Sides 
Territories September Cumulative 
Fe SPR 2,017 36,226 
pe 508* 9,877 The following 11 companies reported vinator Div. Nash-Kelvinator Corp., 
MEE © oes adie oceans 21,647 sales to the Refrigeration Division of Leonard Div. Nash-Kelvinator Corp., 
ee 207,687 the National Electrical Manufacturers Norge Div. Borg-Warner Corp., Stewart- 
RES ee 20,567 Association (Nema) on household electric Warner Corp., Sunbeam Electric Mfg. 
Connecticut ........... 62,451 refrigerators for September, 1941: Co., and Westinghouse Electric & Mfg. 
DGIBWETO §aoccciccccics 7,211 Crosley Corp., Edison General Electric Co. 
District of Columbia... 28,132 Appliance Co., Inc., Frigidaire Div. Gen- The sales of the reporting companies 
0 RSS errr 36,094 eral Motors Corp., Gale Products Div. include units manufactured for the follow- 
ED. ois ioe aeaues 47,691 Outboard Marine & Mfg. Co. (out as of ing concerns: Montgomery Ward & Co., 
| eerste 11,483 June 30, 1941), General Electric Co., Potter Refrigeration Corp., and Sears, 
— Wena beekeseecen 217,766 Gibson Electric Refrigerator Corp., Kel- Roebuck & Co. 
MR -bsen bbb ak esate 90,437 
ll Settee eee eeeeeneee ane SALES FOR SEPTEMBER, 1941 
Kent NEES 0 
ao. 33,700 Other Total 
ee Raa 15102 Domestic Canadian Foreign World 
Maryland ............. 402 
Massachusetts 113,417 Lacquer (Ext.) Cabinets Complete 
ne eh OE oe 158,267 ae ee Se. See ree 2,393 209 2,602 
see td Se bbiaatnites Ul ee Se! ee 14,983 545 2,255 17,783 
al 70.646 8. Sto 5.99 cu. ft.......-.e see eeeees 195 403 1 599 
Montana TAC RRL he 8°79 4. Sto GSP cu. T.....6% Bees ou seoses ae? 2,562 3,593 109,335 
Nebraska ............. 20.452 %S Tto 7.99 cu. ft...........eeeee- os 3,354 ny 419 . 3,773 
EY eee ee 2.934 6. fe ss Sa keene 16,469 104 643 17,216 
New Hampshire i i ae eS! UO Se eee be 1,738 1 142 1,881 
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a oo 29.406 14. 8 to 890 CU. ft......cccccccceecee 2,287 147 2,374 
ou ota 6,186 15 9 to 12.99 ft 313 71 
Tennessee ............ 53,288 . OD 2EGE CU. Shee rcccccccccccccoce 
Texas GT: ee ee 115,630 16. 13 cu. ft. and UP... cc eevecccccsccece 417 14 431 
CS SESS See ere 15,020 
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eee 52,900 
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Zotal United States... 155,014 sesazes 20. Total Household Equipment........ 153,014 3,615 8,307 164,936 
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*Based on weighted sales for 1934, 1935, and 1936. 


*Includes sales and credits. 


To 


a young serviceman 


—who wants to get ahead 


no substitute for 


of course, 


There is, 
experience. 


Over a period of time, the work you are now 
doing will accumulate into a mass of experi- 
ences that will enable you to do an expert, 
all-around job. 


Eventually, no doubt, you will be able to meet 
and solve all of the intricate problems of 
installing and servicing refrigeration and air- 
conditioning equipment of all kinds. 


But through experience alone, it may take 
you several years to acquire this expert 
ability. 


This period of time can be shortened. 


There is a quicker route that you can take. 
To your own experience you can add the 
experience of others. You can benefit from 
what others have already learned from their 
experience—and this is now available to you 
for your own daily use. 


The various volumes of The Refrigeration 
Library contain a world of valuable informa- 
tion and practical tips that you can use in 
your daily work—NOW! 


In these various volumes you will find the 
boiled-down experience of other practical 
servicemen who have spent many years in 
this profession. Let them be of help to you. 


Even if you can devote only 10 or 15 minutes 
a day in profiting from the experience of 
others, you will quickly acquire a wealth of 
practical knowledge that will soon become 
apparent in the daily jobs that you are 
now doing. 


Start now to accumulate your own Refrig- 
eration Library. You cat. make a start, of 
course, by buying only one book. 


THE REFRIGERATION LIBRARY 


The Refrigeration Library consists of a series of 
manuals, page size approximately 6 by 9 inches, 
and the number of pages in each manual ranges 
from 96 pages up to 144. They are bound in a 
tough, durable cover. The price of each book 
is $1.00. 


The Master Service Manuals are divided into two 
groupings, four manuals dealing with the subject 
of household refrigeration and three manuals on 
commercial refrigeration. 


The Air Conditioning Series consists of seven 
manuals explaining the various types and systems 
of air-conditioning equipment. Manual No. B-1 
explains how to select and install air-conditioning 
systems. 


These manuals are profusely illustrated. They are 
easy to read and easy to understand. A few 
minutes spent with The Refrigeration Library each 
day will be extremely valuable in helping you 
master service and installation problems. The 
Refrigeration Library is inexpensive and is easy 
to accumulate by purchasing one or two books at 
a time. 


Write for complete catalog 


Start with this book 


To start your Refrigeration 
Library, we recommend you 
order Manual No. 1, contain- 
re ing the theory and principles 
spp Bd of refrigeration explained in 
is) §8simpie terms. In this you will 
HOUSEHOLD # find the _ characteristics of 
various refrigerants in com- 
ee %® mon use, also an explanation 
a " of the construction and opera- 

tion of the major component 
parts of a household refrig- 
erator. 144 pages, price $1.00. 


“MASTER 


REFRIGERATION 


BUSINESS NEWS PUBLISHING COMPANY 
Publishers of Air Conditioning & Refrigeration News 


5229 Cass Ave., Detroit, Mich. 
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AIR CONDITIONING & REFRIGERATION NEWS, OCTOBER 29, 1941 


% A PATENTS 


PURPOS 


Write for catalog 
Merchant & Evans Co. 


PHILADELPHIA, PENNA- 


EST.IB66 


Weeks of Sept. 30 & Oct. 7 


2,257,164. AIR CONDITIONING UNIT. 
Herbert D. Euwer, St. Louis, Mo., assignor 
to American Car & Foundry Co., New 
York, N. Y., a corporation of New Jersey. 
Application April 16, 1937, Serial No. 
137,181. 15 Claims. (Cl. 62—6.) 

1. In combination with an inclosure to 
be cooled, an air conditioning apparatus 
arranged therein, said apparatus compris- 
ing a housing forming, a self-supporting 
structure independent of said inclosure 


MOST COMPLETE LINE.... 


rh, edders 


UNIT COOLERS 


BUFFALO, N. Y. 


and being divided into a plurality of 
compartments, an evaporator in a first 
compartment, a blower drawing air from 


ee 
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Aminco No. 614 Water Valve is used to regulate the amount of water passing 

: through water-cooled condensers. It has a double bellows seal, removable body 
me. seat, is free from chatter and will operate on all refrigerants except ammonia 
2 under water pressure from 15 lbs. to 200 Ibs. 


# Standard connections 3/8” x 3/8” F.P.T. On special order we supply 1/2” x 
b 1/2” F.P.T. at no extra cost. 


AMERICAN INJECTOR COMPANY 
1481 FOURTEENTH AVENUE, DETROIT, MICHIGAN 


Coast: Van D. Clothier Export: Borg-Warner |: ional Corporati: 
1015 E. 16th, Los Angeles 310 5. Michigen Ave., Chicago, itt 


Pren: 
with Sherer : 
_ Make sure of your share of 1941's 
extra business by selling Sherer— 
a complete line of display and 


storage refrigerators, backed by 
close factory cooperation. Write — 


FOR BIGGER PROFITS 


Deana 


Separate “Oe and Ot” Keeds we Uerversal Range we Capillary Prossere Connections we 
Fewer Models to Stock we Mimmum Free Service sh “Costing Control on Cet Out o Cut te de Me Short Creing 
‘He Polartren Equipped Compressors can be Converted te Predece Frost Free Constant Cold 


MINNEAPOLIS-HONEYWELL 


MINNEAPOLIS-HONEYWELL REGULATOR COMPANY: RE ERATION 
«2807 FOURTH AVENUE SOUTH, MINNEAPOLIS, MINNESOTA ’ 


CANADIAN PLANT TORONTO EUROPEAN PLANT (ONDON. COMPANY CWHED BRANCHES IN 49 OTHER CITIES oa 


Zepto? 
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Make @ tight 
connection that will 
STAY tight 
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ed. 
- your Jobber about Ba / 
Triple Seal Fittings HANS Cu 
ASS MFG. co. ; Paiva reentttiiad oat 
IMPERIAL BRM e., Chicago VALVES © FITTINGS © 


: Racine Ave 
565 S ‘CHARGING LINES © FLOATS 


RIAL 


Subseription Order Blank 
5229 Cass Ave., Detroit, Mich. 


Gentlemen: Please send me the next 52 issues (1 year) of Air Conditioning 
& Refrigeration News. 


C) Enclosed is $4.00. 


STRAINERS © DEHYDRATORS 


Air Conditioning & Refrigeration News 


(1) I will send $4.00 on receipt of bill. 


SK Adu pb cdc kenGe Sanda bRAwehs edhe keskiie thd CERCRERSS 844 SEN ON SOO e RONG 
SN hii. 554.00844 9 60 AERA CRDi Ree ENESIIR EDO DSo SOW Neds S940E OS 
ER ond oc eoree Cee nes bash sdiaawiae ce thst aceanwiee biasesacewees 
RE ic thts bead eh iia ne pees arenes Riiccdvabacd BE a dsaesge nts stceasenrnens 
TE ETT E ORCL OCTET CTO CT CORT ETT TTT ET CULT TTR TT TTT 
Note: Subscription price is $4.00 only in U.S.A., Canada, U.S. Possessions, and countries in 
the Pan-American Postal Union. Elsewhere—$6.00 per year. 10-29-41 


la 
> the inclosure into said first compartment 


for cooling by the evaporator, an exit 
from said first compartment discharging 
the cooled air back into said inclosure. 


2,257,221. PRECOOLING UNIT FOR 


PERISHABLE FOODSTUFFS. Trice M. 
Bell, Tampa, Fla. Application Dec. 13, 
309,092. 1 Claim. 


1939, Serial 
(Cl. 62—24.) 


No. 
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In a precooling device, a plurality of 
converging air conduits, a nozzle connect- 
ing said conduits at the converging ends 
thereof and said nozzle tapering toward 
its free end and having said end and the 
sides thereof open, groups of arcuately 
curved deflectors mounted in the nozzle 
and extending inwardly from the open 
sides of said nozzle and arranged in 
groups with the deflectors of each group 
progressively increasing in length toward 
the open end of the nozzle for directing 
air through the open sides and the open 
end of the nozzle. 


2,257,247. VEGETABLE DISPLAY CASE. 
Raymond H. Starr, Clarence Masters, and 
John D. Hall, Kansas City, Mo., assignors 


to Koch Butchers’ Supply Co., North 
Kansas City, Mo., a corporation of 
Missouri. Application Sept. 15, 1939, 


Serial No. 295,082. 3 Claims. (Cl. 62—89.5.) 
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1. A device of the character described 
including a case. having rear, side, and 
top walls and a front wall portion pro- 
vided with an _ unobstructed opening 
through which access is had to a display 
compartment formed by said walls, a 
foraminated support spaced from _ the 
bottom of the compartment, a partition 
spaced from the rear wall to form a 
refrigerating chamber having connection 
with said compartment above and below 
the foraminated support, a refrigerating 
element in said chamber, and a damper 
selectively closing said connection above 
the foraminated partition. 


2,257,374. COLD STORAGE CABINET. 
Edward M. Fritz, Grand Rapids, Mich., 
assignor to Grand Rapids Cabinet Co., 
Grand Rapids, Mich., a corporation of 
Michigan. Application Aug. 30, 1939, 
Serial No. 292,601. 5 Claims. (Cl. 62—116.) 

5. Means for removably mounting a 
refrigerating unit in a cabinet compart- 
ment having an access opening therein 
comprising track 
members extending 
into the compart- 
ment, laterally ex- 


tending down- 
wardly turned 
» flanges on said 


track members, 


means refrigerating unit 


carrying a 
slidably mounted on said track members, 


and means associated with said last 
mentioned means engaged around the 
edges of said flanges for normally pre- 
venting substantial displacement of said 
unit carrying means in a lateral or 
upward direction. 


2,257,377. FREEZING TRAY. Acea BR. 
Haben, San Antonio, Tex., assignor of 


one-half to Scobey Fireproof Storage Co., 


© 


IGE 1S IN YOUR FAVOR 


with the new 


KOCH METERED 
MIRAFLEX COILS 


Only in Koch cases can you get Metered Miraflex Coils. 
This patented, exclusive system is sensational and as- 
tounding! Sensational, because it automatically main- 
tains constant, correct temperatures and 80% to 90% 
relative humidity. Astounding, because exhaustive tests 
show it delivers 10% higher humidity with 20% shorter 
running time of the condensing unit... 90% more air 
circulation with 75% less ice formation on the coils. 
Miraflex is just one of many reasons why distributors sell 
Koch. Write for complete details and open territories. 


KOCH 
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NORTH KANSAS CITY, 
You'll make money selling 
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San Antonio, Tex., a corporation of Texas. assignor to The Hoover Co., North 


Application Sept. 30, 1937, Serial No. 
166,463. 6 Claims. (Cl. 62—104.) 


1. A freezing container including a 
shallow body having a bottom and side- 
walls, a false bottom secured to the 
underside of the bottom and spaced from 
said bottom to form a duct there- 
between, and a plurality of upright 
spacer members unconnected with each 
other and located edgewise between 
packaged food products placed within the 
tray. 


2,257,447. REFRIGERANT EVAPORA- 
TOR. Leonard W. Atchison, Schenectady, 
N. Y., assignor to General Electric Co., a 
corporation of New York. Application 


Sept. 7, 1940, Serial No. 355,758. 8 
Claims. (Cl. 62—126.) 
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1. A refrigerant evaporator comprising 
a conduit having an inlet and an outlet, 
said conduit having a substantially uni- 
form cross section throughout its length, 
means providing a chamber in direct 
communication with an_ intermediate 
portion of said conduit, said chamber 
being arranged in line with the direction 
of refrigerant flow in said portion of said 
conduit whereby any slugs of liquid re- 
frigerant flowing through said portion of 
said conduit will tend to be thrown by 
their momentum from said conduit into 
said chamber. 


2,257,478. AIR CONDITIONING SYS- 
TEM. Alwin B. Newton, Minneapolis, 
Minn., assignor to Minneapolis-Honeywell 


Regulator Co., Minneapolis, Minn. a 
corporation of Delaware. Application 
Oct. 22, 1938, Serial No. 236,472. 9 
Cl. 183—4.) 
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2. In an air conditioning system, in 
combination, a dehumidifier of the type 
utilizing a hygroscopic material for de- 
humidifying the air being passed to a 
space being conditioned, said dehumidifier 
requiring heat for reactivating said mate- 
rial, means including a refrigeration sys- 
tem for cooling the dehumidified air, 
means responsive to space temperature 
and humidity for placing said refrigera- 
tion system into operation when either 
space temperature or relative humidity 
becomes excessive. 


2,257,486. AIR CONDITIONING SYS- 
TEM. Henry BR. Sewell, Norwell, Mass., 
assignor to B. F. Sturtevant Co., Boston, 
Mass. Original application Aug. 15, 1939, 
Serial No. 290,167. Divided and this ap- 
plication June 4, 1940, Serial No. 338,715. 
4 Claims. (Cl. 261—39.) 


1. An air conditioning system for a 
local room, comprising in combination, 
means including a central dehumidifier 
for supplying dehumidified outdoor air 
into said room, means for circulating a 
hygroscopic solution through said de- 
humidifier, means for adjusting the vapor 
pressure of said solution, means respon- 
sive to humidity changes in the air 
delivered by said dehumidifier for con- 
trolling said last mentioned means, and 
means responsive to changes in outdoor 
tempeature for adjusting said last men- 
tioned means. 


2,257,540. AIR CONDITIONING SYS- 
TEM. Donald G. Smellie, Canton, Ohio, 
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Ohio, a corporation of Ohio. Applica 
June 25, 1936, Serial No. 287,1¢4 
Claims. (Cl. 257—3.) % 

2. Apparatus for conditioning the air j 
a room comprising means for Zenerat; 
steam, a heat operated refrigerating eon 
tem for cooling the air in saiq p a4 
means for selectively conducting “am 
from said steam generating means in 
heat exchange relation with air to o 
conditioned or to said refrigeratin 
tem. 


2,257,558. REFRIGERATION. w. 
S. Whittle, Canton, Ohio, assignor to The 
Hoover Co., North Canton, Ohio, a cor. 
poration of Ohio. Application Sept, , 
1937, Serial Wo. 162,689. 4 Claims, 
(Cl. 62—119.5.) 


& sys. 


1. In refrigerating apparatus, a pressure 
equalizing medium circuit, including 
evaporator and absorber sections, Means 
for propelling a _ pressure equalizing 
medium through said circuit, means for 
supplying liquid refrigerant to  gaiq 
evaporator section, means for supplying 
absorption liquid to said absorber section 
one of said sections comprising ay 
elongated element having a passageway 
of substantially uniform cross-sectional 
area slightly inclined to the horizontal 
said passageway including alternate 
elevated and depressed portions whereby 
to form liquid pools. 


2,257,735. ABSORPTION REFRIGERAT. 
ING SYSTEM. Nils Erland af 
London, England. Application Jan, 
1938, Serial No. 185,978. In Great Britain 
Jan. 22, 1937. 4 Claims. (Cl. 62—5,) 

1. In absorption refrigerating apparatus 
of the intermittent type, including at 
least two generator-absorbers, means for 
heating said generator-absorbers, and 


20, 


means for selectively switching said 
heating means from _ one generator. 
absorber to the 
other; a unitary 


snap-action _ ther- 
mostatic device for 
actuating _ said 
Switching means, 
comprising a mem- 
ber operatively con- 
nected to said 
switching means 
and movable be- 
tween two operat- 
ing positions, 


2,257,801. REFRIGERATING APPARA. 
Harry B. Hull, Dayton, Ohio, a. 
signor to General Motors Corp., Dayton, 
Ohio, a corporation of Ohio. Application 
Nov. 29, 1938, Serial No. 242,946. 1 Claim. 
(Cl. 62—89.) 


A refrigerating apparatus comprising 
in combination, a cabinet having a closed 
refrigerating system associated therewith, 
said cabinet being provided with a food 
storage compartment, said refrigerating 
system comprising a cooling element 
mounted within said cabinet and adapted 
to chill air in said food compartment, 
said refrigerating system also including 


(Concluded on Page 15, Column 1) 
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COMPLETE LINE 


of White-Rodgers Refrigeration Con- 

trols will solve your refrigeration and 

air conditioning problems. Write for 
condensed catalog. 
White-Rodgers Electric Co. 
1211 Cass Ave., St. Louis 
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Patents (Cont.) 


—— 


(concluded from Page 14, Column 5) 


erant circulating unit connected 

id cooling element, an electric circuit 
jo S,id unit, an ultra-violet lamp 
pyanted within said cabinet. 

1,847. REFRIGERATING APPARA- 
James W. Jacobs, Dayton, Ohio, 
or to General Motors Corp., Dayton, 
corporation of Delaware. Appli- 
ec. 29, 1937, Serial No. 182,295. 


refrig 


62—108.5.) 


1 A grid for disposition in a freezing 

comprising, @ longitudinal partition 
es osed of two substantially inflexible 
eer disposed one above the other 
substantially the same vertical plane 
in S plurality of substantially inflexible 
itions extending transversely to said 
longitudinal partition in spaced apart 
relation along the length thereof, said 

itions being movably interlocked 
together to provide a unitary grid struct- 
ure forming walls of a plurality of ice 
plock compartments, said transverse parti- 
tions being normally inclined at an angle 
with respect to the vertical. 


9,257,874. REFRIGERATION. Hugo M. 
d, Evansville, Ind., assignor to 
Inc.. New York, N. Y., a corpora- 

tin of Delaware. Application January 

1938, Serial No. 183,256. 14 Claims. 


fa. 62—119.5.) 


li. An absorption refrigeration system 
containing pressure equalizing fluid, re- 
frigerant fluid, and liquid absorbent for 
the refrigerant fluid, and having a heater 
for causing expulsion of refrigerant 
vapor from absorption liquid, a heat 
exchanger connected in the system to 
conduct in heat transfer relation out of 
physical contact absorption liquid flow- 
ing toward said heater and expelled re- 
frigerant vapor flowing away from said 
heater, whereby the vapor is rectified by 
condensation oof vaporous' absorption 
liquid accompanying the refrigerant 
vapor and the latent heat of rectification 
is conserved by transfer to the absorp- 
tin liquid flowing toward said heater. 


2,257,915. AIR CONDITIONING SYS- 
TEM. Alwin B. Newton, Minneapolis, 
Minn., assignor to Minneapolis-Honeywell 
Regulator Co., Minneapolis, Minn. a 
corporation oof Delaware. Application 
Feb. 7, 1938, Serial No. 189,081. 22 Claims. 
(Cl. 257—3.) 


1 In a summer-winter air conditioning 
een, in combination, a compression re- 
tigeration system including a compressor, 
an evaporator, and a condenser both in 
roy exchange relationship with a space 
aed € conditioned, changeover means for 
a ectively placing said evaporator in 
oo while placing said condenser 
poo of operation, or for placing said con- 
} Ser in operation while placing said 
Vaporator out of operation. 


2,257,924, 
TOR. Carl 
Application 

143, 


DOMESTIC REFRIGERA- 
G. Vretman, Atlanta, Ga. 
March 6, 1939, Serial No. 
7 Claims. (Cl. 62—95.) 


1, 
forming & domestic refrigerator, walls 


: a chamber i 
Sai ber, a cooling element in 
@ chamber dividing off a part of said 
fa 


GALE| 


Precision built for 
efficient operation. 
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ond 


1937, 
(Cl. 62—179.) 


TUS. Francis Lago, 
Application March 11, 1938, 
195,234. 40 Claims. 


erating 
means for cooling a space in which are 
stored perishable articles which require 
high relative humidity conditions 
relatively low temperature conditions for 
satisfactory preservation of the 
comprising the steps of, operating the 
refrigerating apparatus to cause circula- 
tion of refrigerant through the evaporator 
means at below freezing temperatures for 
cooling the space to the desired relatively 


chamber as a freezing compartment while 
the remainder serves as a cold storage 
compartment, said cooling element com- 
prising an evaporator in the form of a 
flat plate toward the freezing chamber 
and a flat container entirely closed from 
and free of the refrigerant and being 
filled with liquid which will not freeze at 
the temperature to which it is to be 


subjected. 


2,257,973. REFRIGERATOR CABINET. 
Guido Maiuri, London, England, assignor 
to Servel, Inc., New York, N. Y., a cor- 
poration of Delaware. Application Dec. 


Serial No. 248,165. 


In Great 


Britain Aug. 4, 1938. 5 Claims. (Cl. 62—89.) 
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2. In combination, refrigeration appara- 
tus including a condenser, a first evapo- 
rator connected to said condenser, a sec- 
interconnecting 
said second evaporator and said con- 
denser for circulation of inert gas there- 
through and therebetween, an absorber, 
means interconnecting said absorber and 
said second evaporator for circulation of 
absorption liquid therethrough and there- 
between, said system containing a refrig- 
erant fluid soluble in said absorption 
liquid, 
insulated 
second evaporator being arranged to cool 
said chamber. 


evaporator, means 


a cabinet having a _ thermally 
refrigerating chamber, said 


2,257,986. REFRIGERATION. 


W. Soroka, Evansville, Ind., assignor to 
Servel, Inc., New York, N. Y., a corpora- 
tion of Delaware. Application Dec. 11, 
179,234. 


Serial No. 8 Claims. 


1. In an absorption refrigeration system 


having a main circuit including a con- 
densation type rectifier, an auxiliary cir- 
cuit including a. vaporizer connected to 
receive condensate from said rectifier and 
deliver vapor to said main circuit, and 
a burner and flue for supplying heat to 
said main circuit, said flue being arranged 
to also 
auxiliary circuit. 


heat said vaporizer in the 


2,258,415. REFRIGERATING APPARA- 
New York, N. Y. 
Serial No. 
(Cl. 230—85.) 

1, A device of the character described 
comprising in com- 
bination a U-shaped 
conduit adapted to 
contain a conduct- 
ing liquid and 
having a pair of 
electrodes within it 
spaced from each 
other in a direction 
transverse to the 
conduit, means for 
establishing a mag- 
netic field across 
said conduit trans- 
verse to the direc- 
tion of spacing of 
the electrodes and 
an electric circuit 
insulated from said 
conducting liquid 
except at said elec- 
trodes for passing 


an electric current between the electrodes 
whereby the effect of said current is to 
propel said liquid along said conduit, a 
compressing chamber above said conduit 
communicating therewith. 


2,258,029. REFRIGERATION CONTROL 


SYSTEM WITH RELATIVE HUMIDITY 
CONTROL. 
apolis, 
Honeywell Regulator Co., 
Minn., a corporation of Delaware. 
cation July 23, 1938, Serial No. 220,889. 
2 Claims. 


Alwin B. Newton, Minne- 
Minn., assignor to Minneapolis- 
Minneapolis, 
Appli- 


(Cl. 62—6.) 
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2. The method of controlling a refrig- 
apparatus having evaporator 


and 


same, 


Walter 


low temperature value necessary for the 
satisfactory preservation of the perish- 
able articles and not exceeding 40° F. 


2,258,425. REFRIGERATING APPARA- 
TUS. Harry F. Smith, Lexington, Ohio, 
assignor to General Motors Corp., Dayton, 
Ohio, a corporation of Delaware. Appli- 
cation July 7, 1938, Serial No. 217,938. 
16 Claims. (Cl. 230—175.) 


1. In a refrigerating system, a com- 
pressor having a compressing chamber, 
inlet and outlet means for said compress- 
ing chamber, refrigerant flow control 
means for said outlet means so con- 
structed and arranged that refrigerant 
may flow from said chamber at a pre- 
determined difference in pressure between 
said chamber and said outlet means and 
is free to flow until the end of the 
compression stroke of the compressor 
irrespective of pressure in said chamber 
and said outlet means. 


2,258,458. CONTROL OF REFRIG- 
ERATING FLUIDS. Harold T. Lange, 
Webster Groves, Mo., assignor to Spoehrer- 
Lange Co., St. Louis, Mo., a corporation 
of Missouri. Application Dec. 12, 
Serial No. 245,192. 13 Claims. (Cl. 


1. The described method of regulating 
the flow of refrigerant in a cooling sys- 
tem for the air in a space to be con- 
ditioned, which consists in throttling the 
flow of refrigerant in accordance with 
a pressure effect which is the resultant 
of at least one fluid pressure component 
variable in response to changes in tem- 
perature in the low pressure side of the 
system, and another component pressure 
derived from both the high and low 
pressure sides of the system, and in 
differently varying the last said pressure 
component in accordance with different 
predetermined characteristics of air in 
the space conditioned by the evaporator 
of the system. 


2,258,565. AIR CONDITIONING SYS- 
TEM UTILIZING REFRIGERATION. 
Carl O. Bergstrom, Boston, Mass., assignor 
to B. F. Sturtevant Co., Boston, Mass. 
Application July 13, 1939, Serial No. 
284,262. 2 Claims. (Cl. 62—6.) 
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2. An air cooling system for a railway 
passenger car, comprising a longitudinal 
duct overhead the passenger space, a 
plurality of longitudinally spaced fans 
extending through the lower wall of said 
duct into said passenger space, means for 
admitting outdoor air into said duct, 
means for admitting recirculated air from 
the passenger space into said duct, an 
air cooler in said duct in the path of the 
recirculated air admitted by said last 
mentioned means, refrigeration means for 
supplying refrigerant to said cooler. 
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REISSUE 
21,917. EVAPORATIVE COOLER. 
Charles N. Deverall, Buffalo, N. Y., 


assignor to Niagara Blower Co., New 
York, N. Y¥., a corporation of New York. 
Original No. 2,166,397, dated July 18, 1939, 
Serial No. 125,471, Feb. 12, 1937. Appli- 
cation for reissue Aug. 2, 1940, Serial No. 
349,985. 10 Claims. (Cl. 257—37.) 

2. An evaporative cooler of the character 


PATENTS 


HAVE YOUR patent work done by a 
specialist. I have had more than 25 years’ 
experience in refrigeration engineering. 
Prompt searches and reports. Reasonable 
fees. H. R. VAN DEVENTER (ASRE), 
Patent Attorney, 342 Madison Avenue, 
New York City. 


SPORLAN 
+r VALVES 


described, comprising a 
dry precooling coil, means 
for passing air over said 
precooling coil, means 
forming a chamber, means 
for forcing a current of 
air through said chamber, 
a secondary cooling coil 
in the current of air 
passing through said 
chamber, means for dis- 
charging water to wash 
the exterior of said sec- 
ondary coil, means for 
conducting the fluid to be 
cooled in series through 
said precooling and sec- 
ondary coils, means below 
" said secondary coil for 
collecting the water, means for recirculat- 
ing the collected water through said dis- 
. charging means. 
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WE'LL SHOW YOU 
WHAT SERVICE MEANS 


EVERY TYPE OF 


AIR CONDITIONING 
ann REFRIGERATION 


SUPPLIES AND EQUIPMENT 


WRITE FOR 
CATALOG ON 
YOUR LETTERHEAD 


THE | NEWYORK — NEWARK 

HARRY ALTER co. PHILADELPHIA derRolr 
1728 S. MICHIGAN AVENUE, CHICAGO, ILLINOIS — BRON CLEVELAND 
_ 3 CHICAGO BRANCHES, NORTH, WEST, SOUTH — JAMAICA ST.LOUIS 


‘THIRST LIEUTENANT’ 


DEY STORAGE BOTTLED 
BEVERAGE COOLER 


ADDED CAPACITY—QUICEKER 
COOLING 


EXTRA CONVENIENCE—MORE 
ECONOMY 


NEW EXTERIOR FINISH 
A SENSATIONAL VALUE 


HERE’S YOUR CHANCE TO 
DOUBLE YOUR VOLUME! 


o Suvce 


i899 


PROMPT DELIVERY 
INQUIRE TODAY! 


Ft) G a » REFRIGERATOR COMPANY 


Philadelphia, Penna. 


REFRIGERATION PRODUCTS 


New Instantaneous Direct Expansion Water 
Coolers = A product that will make profits for you as it 
is doing for scores of others. Inquire now. 


LARKIN COILS, INC. 
519 Memorial Dr., 8S. E., Atlanta, Ga. 
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9I1G 2-Fully Tried 
and FULLY PROVEN! 


The outstanding superiority of Ranco Type 91G2 has been 
conclusively demonstrated. The value of the principle is 


fully recognized. Temperature operation - - - completely 
automatic defrosting - - - uniform control even when the 
compressor is out in the cold - - - reduced trimming losses 
and consistently better food quality! Fully tried - - - fully 
proven. 
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Refrigeration Show to Play Up Industry’s 


(Concluded from Page 1, Column 3) 
be spent on the show could not be 
diverted to more productive use in 
other directions in this time of 
stress. 

On the other side it was pointed 
out that the need for another of the 
show’s main functions would be 
greater than ever by January— 
namely, the joining together in one 
place at one time of everyone of 
importance in the industry, and that 
only through a setup such as is 
possible with a booth show can the 
contact between the manufacturers 
and the members of the trade be 
made in an orderly and efficient 
manner. 

All manufacturers, participating 
as exhibitors, will have regularly 
established headquarters in line of 
direct fire of the members of the 


' trade who will want to see and talk 


with them. Headquarters executives, 
not normally available for contact 
with the trade except in their home 
offices, can be readily found. 


CONTACTS IMPORTANT 


Show contacts are important to 
all manufacturers, distributors, job- 
bers, service men, and others, but 
most especially so to the smaller 
operators who cannot afford either 
the time or expense of visits to home 
offices or factories of manufacturers. 
Regardless of how tough conditions 
may be, these members of the trade 
will be wanting more than ever, in 
the opinion of the proponents of 
holding the show, to see executives 
from their sources of supply. 

It was also brought out that hold- 
ing the show will not be inconsistent 
with the public policy. President 
Roosevelt’s recent statement on the 
effectiveness of exhibitions as a 
medium for educating the public in 
the present emergency was cited— 
one in which he said: 

“The vast responsibility of national 
defense calls for united action by 
Americans in every walk of life. 


“Roles in Defense of U. S. and Homes 


Because defense measures will be on 
a colossal scale if they are to be 
effective, it is equally true that the 
education of the citizenship in posi- 
tive and practical understanding of 
the truth must be planned on the 
same scale. Wherever people con- 
gregate, the story of defense must 
be presented.” 

In taking the position that by 
placing strong emphasis on the de- 
fense angle and the part that the 
exhibiting members, as well as 
refrigeration as a whole, are playing 
in protecting the public health, it 
was concluded that the All-Industry 
Show can perform a timely service 
for refrigeration by delineating what 
it has done, now is doing, and can 
do for the well being of the citizenry 
—the military personnel as well as 
the civilian population. 


NATIONAL DEFENSE DAY 


It was proposed therefore to set 
aside one day during the exhibit to 
be publicized as ‘National Defense 
Activities Day” during which pro- 
grams will be arranged in which 
nationally known’ speakers from 
Washington and elsewhere will be 
featured. Through the wide publicity 
which the press can be expected to 
give their remarks, it is believed 
that the story of refrigeration and 
what refrigeration is doing in the 
national defense effort can be widely 
disseminated. 

Arrangements for getting out 
invitations to special speakers already 
have been made by E. A. Vallee, 
vice president of Automatic Products 
Co. and president of Rema. Not 
overlooking what has already been 
done by the manufacturers in lining 
up their products scheduled for the 
show, Mr. Vallee has suggested as a 
slogan for the Fourth All-Industry 
Show “Come to the All-Industry 
Show to see what we have done for 
the national defense in the way of 
saving materials and still improving 
our products.” 


Curb on Copper to Cut Industry’s Use 
Of Metal By at Least 30% in 1942 


(Concluded from Page 1, Column 2) 
during the last three months of this 
year would be restricted to one-half 
of the amount used in the same 
period of 1940, or one-eighth of the 
total amount used in all of last year. 

If a manufacturer was not mak- 
ing air conditioning equipment in 
1940, but began making it in 1941, 
the amount of the restricted metal 
which he may continue to use is 50% 
of the amount of that metal used in 
making that item during the period 
between Aug. 1 and Sept. 30, 1941. 
If the article is not on list “A,” he 
may continue to use an amount not 
exceeding 50% of the total amount 
used for such articles during the 
period between July 1 and Sept. 30. 

Other refrigeration equipment is 
not included in List “A,” but with 
all other civilian uses, is restricted 
for the balance of 1941 (and pre- 
sumably thereafter) to 70% of the 
amount used in 1940, a reduction of 
30%. 

It is important to remember, how- 
ever, that M-9-c is a “limitation 
order,” and that while it apparently 
permits the use of copper in refrig- 
eration equipment to a point within 
70% of the 1940 use, it does not 
guarantee that there will be suffi- 
cient material available for those 
uses which are not on the prohibited 
list. 

According to Paragraph (c) of the 
Order, the use of copper and copper 
base alloys is permitted under con- 
tracts and sub-contracts for the 
Army, Navy, and other named gov- 
ernmental agencies, including Lease- 
Lend contracts. This would appar- 
ently permit it to be used in air 
conditioning equipment for defense 
plants, Army and Navy contracts, 
and other such installations as are 
in the “essential” class. Other per- 
mitted uses which might conceivably 
cover both air conditioning and re- 
frigeration equipment are “to comply 
with Underwriters’ regulations or 
Governmental safety regulations.” 

Copper and copper alloy may be 
used as condenser tubes, heat ex- 
changer tubes (other than radiators 
used to control air temperature), and 
tube sheets in oil refining plants and 
in plants generating steam and elec- 


tric power—for public or industrial 
use—where corrosive action makes 
other materials impractical. 

This exception would include the 
use of copper for the purposes named 
in power stations, office buildings, 
hotels, or ships, if the steam or elec- 
tricity is being generated for public 
or industrial use, and where corro- 
sive action makes use of other mate- 
rials impractical. 

Paragraph (d) curtails the use of 
copper and copper alloys in all 
articles not listed, and not falling 
within the exceptions of Paragraph 
(c), by approximately 30% of the 
1940 rate of consumption. 

Paragraph (e) prohibits the sale 
of copper or copper alloy if the seller 
has reason to believe the material 
is to be used in violation of the 
order. 

Paragraph (f) restricts inventories 
in each step of production to a 
minimum practicable working inven- 
tory, which is defined as not more 
than the amount of material neces- 
sary to maintain operations for 60 
days. 

The provisions of Priorities Regu- 
lation No. 1 are made a part of the 
order, which means that defense 
orders must be filled first, even if 
this means curtailment, deferment, 
or complete elimination of less essen- 
tial orders. 


OPM Limits Use of Cork 


Insulation Board 


WASHINGTON, D. C.— Despite 
reduction from the preceding month, 
August employment and payrolls in 
the manufacture of refrigerators and 
refrigerating apparatus remained far 
above levels of the corresponding 
month of last year, it is revealed by 
analysis of the latest available U. S. 
Department of Labor statistics. 

On an index using the 12-month 
1939 average as 100, employment in 
the production of refrigerators and 
refrigerating apparatus was listed 
at 145.3 for August, compared with 
152.6 the preceding month and 110.3 
for August, 1940. Payrolls dropped 
to 173.0 from 181.1 in July, but stood 
far above the August, 1940, index. 
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GLEAMING WHITE PORCEL Ain 
/t Pays to Buy 
PORCELAIN 


Snow While Forever / 


This Frigidaire model, displayed 
in the window of Tennessee Light 
& Power Co. at Springfield, 
Tenn., has attracted a lot of 
attention and brought many a 
chuckle from passersby. It was 
installed by Phil Trindle, man- 
ager of the utility’s electrical 
department. 


G-E Has Only One 
‘Interim’ Model 


(Concluded from Page 1, Column 3) 
on these two models for factory 
reasons. When we make design 
changes we must change the nomen- 
clature because of cataloging of re- 
placement parts and to keep our 
engineering data and factory records. 

Our only “Interim” model was a 
7-foot model JB7-C made with such 
material as we could obtain to fill 
the gap left in our line by the 
elimination of four 6-foot and one 
7-foot models. 

We had so greatly accelerated our 
production that we ran out of mate- 
rial for our JB-6, PJB-6 (porcelain), 
B-6 and PB-6 (porcelain), also for 
our BH-7 model. This left a price 
gap between $139.00 and $219.00. 
We filled this gap with one model, 
the only “Interim” model we have 
produced. We had to take out cer- 
tain items of equipment and we 
brought this JB7-C Interim Model 
out at a $15.00 list reduction below 
our lowest priced 1941 7-foot model, 
namely our BH7-41. 

In times like these, it is difficult 
to avoid confusion and we do not 
blame your reporter for his error 
but we did want to explain just what 
we had done to provide our dealers 
and the public with the very best 
models we could make. 

We made no change in the price of 
the LB-6 and LBX-6 which have been 
in our 1941 line all year. These were 
the two models to which you incor- 
rectly applied the term “Interim.” 

A. M. SWEENEY, Mer., 
Household Refrigerator Section 


Priorities Problems On 


Nema Agenda Oct. 3] 


WASHINGTON, D. C.— Repregen, 
tatives of National Electrica] Manu. 
facturers Association will meet her, 
Oct. 31 for a discussion of Special] 
problems affecting them, the prion, 
ties division of OPM announceg last 
week. : 


A series of regional _prioritie, 
clinics, designed to acquaint business 
men with the principles and applica. 
tion of the priorities system. algo has 
been scheduled. All business men 
and industrialists in the regions ip 
which meetings are to be held May 
attend. 

Regional meetings are scheduleg 
for Minneapolis, Nov. 3; Cincinnatj 
Nov. 5; Indianapolis, Nov. 6; Roches. 
ter, N. Y., Nov. 11; East Orange 
= J., Nov. 14; and Pittsburgh, Noy, 
18. 

These and other meetings to be 
arranged as designed to obviate the 
necessity of industrial groups com. 
ing to Washington, although the 
services of OPM’s commodity 
branches are available to business 
men. 


Westinghouse Promotes 


Lide To New Post 


EAST PITTSBURGH, Pa.—Jegge 
H. Lide, formerly assistant advertis. 
ing manager of the Westinghouse 
merchandising division, has been ap- 
pointed assistant general advertising 
manager of Westinghouse Electric 
Mfg. Co. 
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VALVES 


... Guards Milk Purity 


* 

Progressive Service Engineers 
use and recommend — and 
aggressive Jobbers stock and 


talk — 


, 


Products 


for National 


Defense... 


Standard equipment on Schultz Electric + 


Milk Coolers, A-P Thermostatic Expansion 
Valves and A-P TRAP-IT System-Protectors 
are helping these modern Dairy Units to 
‘flattering praise” from hundreds of Dairy 
Farmers. Dependable control and trouble- 
free operation assure correctly cooled milk, 


Schultz Model SE-12-14 Milk 
Cooler, manufactured by 
Schultz Bros., Saginaw, Mich., 
using General Refrigeration 
Compressor, A-P “TRAP-IT” 
System-Protector and A-P 
Expansion Valves. A-P Valves 
purchased through J. Gee 
Fischer & Sons, Saginaw, 
Mich. 


higher butterfat test, lower bacteria count, t 


higher prices and profits. 


Used on any Refrigeration System, A-P “TRAP-ITS” offer 


SYSTEM- 
PROTECTORS 


of every valve! 


AUTOMATIC PRODUCTS COMPANY 


NORTH 


definite protection against impurities and moisture i 
frigerant that might otherwise cause trouble. They 
prove the action of Expansion Valves and Solenoids, 
the efficiency of the entire system. Effectively traP -_ 
gummy deposits, solder particles and moisture. Le 
Pressure drop is ‘'Zero” by comparison. Attach on 


THIRTY — SECOND 


MILWAUKEE ® 


Export Dept. 100 Varick St., New York City 
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